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Knowledge Versus*I gnorance 

NOWLEDGE is an asset ; ignorance is a liability. 

And another thing that’s true: You can’t keep 
on taking out of a barrel unless you keep on putting 
into it. That is to say, a man who stores up knowl- 
edge of his business, must constantly draw from that 
store. Unless he reads and adds to his knowledge, 
he will soon find himself scratching the bottom of the 
barrel. And when he begins to scratch he is touch- 
ing ignorance. 

No man can have too much knowledge of the in- 
dustry of which he is a part. When any of us think 
we know all there is to know—well, we're getting 
pretty close to the bottom of the barrel. Someone 
once said, “Ignorance is bliss.” It isn’t. It’s blisters. 

00 * 06 
The stiff-necked fellow who won't turn his 


head often turns turtle. 
oo © OO 


Very Common Common-Sense 


LSEWHERE are quoted the words of Charles 

Smith on the apprenticeship problem. Mr. 
Smith is business representative of the Cleveland 
Building Trades Council. When a labor leader of 
the size of Mr. Smith views the problem in such a 
broad and liberal way, master plumbers and heating 
contractors should not hesitate to solicit the support 
of journeymen. 

Mr. Smith favors the training of apprentices and 
he favors apprenticeship schools. For, says he, 
“Don’t let the present pinch your vision of the 
future.” And again: “the ‘common ground’ for the 
employer and ernploye in this important matter (ap- 
prentices) is that plain, powerful word—common- 
sense.” 
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When a man wants credit and you want 
references, ask him for the name of his 
If he pays his doctor he'll pay you. 
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Wash Old Age Away 


OKESMITHS may take many pleasant flings at a 
een made by Dr. Benedict Lust. But let them 
joke. The more they joke the more they will help 
the plumbing business. And it’s about time joke- 
smiths helped instead of harmed. 

At a meeting in Chicago last week Dr. Lust, of 
New York, president of the Naturopathic Associa- 
tion, told of “transforming the old bathroom into 
a rejuvenation emporium.” In other words, he classes 


doctor. 


47: 


the bathroom as a fountain of youth —a place 
where men and women can wash away their years. 
This is not news to plumbers. But it will be news 
to millions of others, and, coming from a man of Dr. 
Lust’s standing, they will believe it. 

As a cure for old age the Doctor recommends sit 
ting under a shower for eight hours at a time, with- 
out food, and with the temperature of the water 
ranging from 98 to 106 degrees. 

The cure is strenuous enough to cause the joke- 
smiths to dip their pens in merry ink. But that 
doesn’t matter. The discussion, be it funny or 
serious, will call attention to the bath. And what- 
ever does that is sure to help the plumbing industry. 

® ¢ 
A medicine show is ‘bout th’ only business 
that can move when it gets through skin- 
nin’ the public.—Henry Homespun 
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Dealer Inertia 
URNING to our old friend Webster, who knows 


everything, we find under the word, “Inertia,” 
“Slow to move; slow to act; 
This, then, was what a sales 
“Overcoming 


these definitions : power- 
less for a desired effect.” 
manager had in mind when he said, 
dealer inertia is the thing most needed to be over- 
come.” 

What did he mean? Simply this: Too many dealers 
are satisfied to “get by,” as the saying is. They lose 
sight of the fact that business is a serious thing. 
They forget that they owe a duty to the public, to 
the industry, to their employes, to themselves. In 
short, they need to wake up, get busy, dig in, know 
where they are going and why they are going there. 

Competition is keen, but it must be, met; getting 
attention is hard, but it must be got. Inertia has no 
place in the business life. 
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the other field always 


are in. 


Strange, but true, 
looks greener than the field we 
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Strictly Confidential 


tors and not for customers. If lists are left kick- 


} ponte price lists are for dealers and contrac- 


Jt 


ing about an office or showroom for everybody or 
anybody to see, don’t be surprised if somebody sees 
them. 
It's a good habit to keep price lists out o’ sight. 
Trying to sell a retail price to a customer who has 
had a peek at a wholesale rate is a mighty hard job 
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Fred B. Parker, of Tulsa 
Okla., with what was used 
as a core in an old ga 
water heater for about 
cight years Heater could 
operate full force fo 
twenty-four } rs witk 
scarcely warm water and 
yet the wner kicked n 
the price of a new core 
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A display arranged by J. C. Swaker of South Charleston, West Va 
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The Picture Below Wins the $5.00 Prize for 
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Look at these pictures, th 
A. P. Pelser of Greenfield 
raising them himself The 
the motor truck down t th 


take so much interest tn | 
is al an enthusiastic rea 
deserve the 


raise enough money for 
bubbling fountains and 


veniences 
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Send in Your Pictures Today 


by lack of 


apprenticeship 


are troubled 
poses to solve the 


who apprentices. 


problem by 


you 


pr 


have investigated the mechanism of everything from 


pipe wrench in 
and 


Domestic 


the shop. One reason why they 
heating is because the mother, Mrs. Pelser, 

Engineering Bombo says these boys 
agree with him 
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Mayhugh of Greenville, Ky., and his dog 
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You'd trust a man 


loves a dog and you'd trust a dog who loves a plumber 





F A. Krueger, 
Plumber, of 
Kansas “on the 
He does a great deal of 
rural plumbing and makes 
friends with everyone from 
the boss of the ranch down 
to the farm collie 


master 
Emporia 
farm 





G. A. Rank, master 
plumber of Cumber 
land, Md. He is a 
Bath a Day man who 


uses the epigrams three 
a day 
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This historical spot which Whittier made immortal with his tribute t 
Barbara Fritchie is now occupied by a member of the plumbing and heat 
children's ing fraternity, Keefer Brothers, Frederick, Md. Many attractive offers 
other con- have been made for this site by souvenir concerns, but Keefer Brothers 


prefer to have it remain as a display room of modern plumbing 























UTOMOBILE 
travel, partic 
ularly the 


tourist travel, as 





smaller cost than a 


hotel. These are two 
points which appeal 
to the motorist. Add 





well as the up-to to this appeal mod 
date salesman, who ern toilet facilities 
now reaches. terri for men and women 


tory formerly termed 
“off the 
opening up new busi 


map,” is 








ness for the wide 
is another door marked “Men.” The 


awake plumber in 


two toilets equal credit with good food and good service for the success of 


every community. 
Rural communities be 
resort 


come summer 


communities during 
the 
and the 
settled 
are always 


vacation season, 


thickly 
communities 


more 


patronized 
by motorists. 
Heretofore plumbers 
have followed up clues 
on new gasoline filling 
stations, and hundreds 
of filling 
listened to the 


station men 
have 
plumber’s convincing 
arguments about se 
additional 


estab 


curing pat- 
ronage through 
lishment of modern 
comfort stations at 
their stands. 


But gasoline isn't the 


only thing a tourist 
needs, There is an 
other thing which every tourist, every salesman needs, 


The hotels do not begin to get the bulk 
theirs The 


and that is food 


of tourist generally conceded as 
up-to-date, modern restaurateur is getting a much larger 
patronage than is ac 


field which is 


patronage 
proportion of tourist and motorist 
Here, 
opened to the plumber. 

Before the advent of the automobile, a restaurant 
usually patronized by home town folks. When the visitor 
hotel. He 
it gave him a chance 


credited to him then, is another 


was 


came to town he stopped at the went there 


for several reasons. In the first place, 


to wash up before meals He needed information which 
the hotel had on tap He had to wait 
stop overnight, and it gave him a place to rest. 


Their cars are at the 


between trains or 


Motorists do not wait for trains 
door when they wish to go. Distance, delays, and all those 
things which used to prevail in travel, have been wiped 
out by the automobile. The motorist only wants a chance 
The women folks only care for the 


toilet, 


to wash up and to eat. 


usual comforts of a modern with a mirror to aid 


ibem. 
Restaurants usually serve a meal more quickly and at a 
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At the right hand rear corner is a door marked “Ladies; 
proprietor of The Kernwood gives the 


ore Toilets in 
More Restaurants °:.’::".. 


By Samuel Sayward 


cate Restaurant Keepers in the Importance of 
First Class Toilets, and Those 
and-Doing Will Have Them Installed 


motorist and the 


up-to-date restau 


yee 


rant is a worthy 





at the left corner competitor of the 
hotel for tourist and 
transient business 

In Malden, Mass., a 


modern restaurant was 


the restaurant 


recently completed by 
Kontaries and is 
The 


situated it 


Hlarry 


known as Kern 


wood It is 
section ot 


fitted 


the busine 
the city It was 

artistically at a 
pense, and is rated as 
au high class restaurant 
It was opened in a city 
of some 50,000 popula 
tion, Which already had 


more restaurants than 


To Get More Business Go Out After [t—Edu- iny city of its size simi 


larly located Some of 
the more conservative 


Who are Up- bu 


doubtful of it 


ines men were 


SUCCESS 


MORE PLUMBING 
JORS 
because it differs in 


WRITE of 
essential re 


this restaurant, not 


pects from other restaurants, but because 


it typifies the idea of the part which the plumber ha 


played in its success 
Mr. Koniaries already operated one restaurant in Malden 


a self-service restaurant which was a success This 
home town folks Oceasionally 


meal It 


was patronized largely by 
motorists from a distance would drop in for a 


was only five miles from the big hotels in Boston, only 


seven miles from the famous summer hotels of the North 
Shore of Massachusetts and but a short distance from 
hotels in Lowell, Lawrence and other Massachusetts citie 
It was also off the beaten path of tourist 

Of the few who stopped at the self-service restaurant, 


Mr. Koniaries noticed that they usually washed at the 


small washbowl! in one corner of the restaurant and fre 


quently inquired for toilet accommodations These were 
lacking 
When he 


he proposed to eater to 


taurant, where 
better 


started to work on his new re 


what might be termed a 


class of trade, to people who wished service, a tablecloth, 


waitresses, etc., he sought the advice of the leading 
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plumber and had toilet facilities installed at the rear of restaurant, and here are some of the results obtained 

the restaurant, with accommodations for three men in one Thirty-two per cent we recognized as “home town 
and for a similar number of women in the other The residents 

toilets were attractively fitted up, are inconspicuous and Twelve per cent we identified as coming from near-by) 


not at all obnoxious to pa 


trons of the restaurant, even to communities 


those sitting nearest to them Seventeen per cent we were unable to classify 
The restaurant has been in operation four months. That Thirty-nine per cent were motorists 
the results justified the original outlay for modern toilet Of the motorists, about 25 per cent were residents ot 


appointments may best be 
emphasized by following 
out what has happened 
When the restaurant 
first opened, that is, dur 
ing the first two weeks 
after it opened, its chief 
patrons were residents of 
the city where it is locat 
ed Very few of them re 
quired tollet facilities 
They either came from 
their homes or their place 
of business, where toilet 
facilith had been *\ken 
advantage of. During that 
first two weeks le than 
a dozen people used the 
restaurant toilet 
Out-of-town people then 
commenced to be seen 
imong the patrons, first in 
very small number then 
gradually increasing in 
number First they came 
from near-by communi 
ties, then from more dis 
tant communities. The ma 
jority of home town pa 
trons soon became a mi- 
nority and the array of 
out-of-the-state registered 


automobiles in front of 


the restaurant ha tead 
ily increased While Mr 
Konlaries has advertised 


his restaurant locally, he 
has done no adver ‘ising 
outside his immediate 
community His patrons 
have passed the word 
along 

“What have you found 
to be the most important 
factors in securing your 
trade?” T asked him 

“There are several rea 
sons, all important,” he 
replied, “I have to serve 
good food It has to be 
served attractively and 
promptly But fully as 
important as the good 
food is the fact that I pro 
vide my Pa@trons with the 


Malden or near-by com 


munities, and, of the re 


b] maining 75 per cent 
O S oO approximately half camy 


in autos bearing out-of 


in the tate registration 

plate while a number 

“4 “4 came from distant part 
Plumbing and Heating a 


by the citv name plate 
The Same Frame*‘All the Time But a New Face Every Week which were attached = to 
the registration plates 
We checked off the mo 
tcerists and found that 62 
per cent of the motor par 
ties took advantage of the 
toilet facilities of the res 
taurant, the number of 
women exceeding, in pro 
portion, the number of 
men Deducting the 25 
per cent of “home town” 
patrons who came in 
autos, we found that S7 
per cent of the other mo 
torists used the toilet 
sometimes only one in the 
party using them, some 
times the entire party 
A party of five alighted 
from an auto bearing an 
Illinois registration and 
entered the restaurant 
Three women and a man 
in the party, after giving 
their orders, went to the 
toilets. I spoke to the re 
maining member, evident 
lv the head of the party, 
who remained seated at 





the table, and drew from 
him the information that 
Louis ae Braun at the hotel in Maine, two 
days before, a motorist 


The agreeable gentleman here pictured, who looks much with whom he had scraped 


better than the artist would have you believe, is secretary 
of the Chicago Master Steam Fitters’ Association. Mr. Braun 


an acquaintance had spok 


en of The Kernwood as an 


is not a limelight seeker. Instead he prefers to stick to the excellent restaurant, with 
job and get the work done. He has helped in the education reasonable prices, but 
of apprentices in Chicago. In fact, the association which ‘most important of all,’ ’ 
Mr. Braun represents, with the aid of the Washburn Con- the Illinois man said, hi 
tinuation School, is solving the local problem of apprentices informant had told him 


for the trade of steam fitting “Tt has the cleanest and 
most modern toilet facili 


ties I ever saw in any 


comforts yich are necessary The salesmen and tourists hotel or restaurant It’s a pleasure to stop there.’ 


must have a place in which to wash and clean up. If it “There have been only a few restaurants with modern 
wasn't fo¥ the toilet facilities, I would lose their trade.” toilets that I have found in my three months’ tour of the 
“_" Middle West and the East,"’ said my informant “The 
, CHECKING UP ladies will insist upon stopping at those restaurants on the 


of the assertion we checked off return trip I would stop at them whether the ladi 


O test the strength ’ : 
the patrons at dinner a few evenings ago. It was insisted or not 


interesting to check the 





worth of modern toilets to a And then he dropped the remark, “We all like a place t 
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wash up in a bit before we eat Isn't it funny so few res 
taurants, Which use the utmost care in preparing tood in 


for their patrons? 
suf 


a sanitary manner, provide no facilities 
We 


fering other discomforts of 


come in after a long ride, covered with dust and 


travel and are expected to eat 


without enjoying a wash-up or anything else 


certainly something to think about,’ TI agreed 


!’’ he 
half a 
in 


“That's 


“It sure is echoed Say, when | get back to 


Chicago I've mind to organize a company just to 


install 
“Do 
“Would it?” he answered 
first 


bathrooms restaurants,.”’ 

be a success?” 
“Let tell 

toilet restaurant I 


fact at 


you think it would 


The 


nearly 


me vou this 


found a clean in a 


to vell the 


time I 


walked right out mv family Since then 


elling Water 


NGINEERING $79 
I've found a few oa very few that have them But I 
have inquired of other motorists when they have men 
tioned a good place to stop It is almost the first question 
I have agked And, would you believe it, last week 
another fellow beat me to the question and asked me that 
identical thing when | told him about a place to eat in 
Hartford Here come my wife You ask her what the 
first question is that LT ask another motorist It is sort 
of a joke with my family 

I excused myself and did not ask his wife the question 
I heard him say something in a low voice to her, at which 
he laughed and said, “It's a dandy, and so clean 


Another tield the have opened for the plumber, 


thre 


motorist 


Wis mental note LT registered 


A Cooperative 
Plan for Sales 


Heaters 


HIS is one of those stories that’s different It is the — envelope the company would prepare and mail a series 
story of a three-sided co-operation —omanufacturer, of three sales letters to the list 
gas company and plumber, The three had several One live plumbing establishment, Gresley & Company, 
struggles and as many arguments, But, after a time, each wecepted the offer and sent in a list of one hundred names 
aw the main idea as it was, and now the three are co Phe first letter was mailed, and ten days later the second 
operating as if they were one letter was mailed Before the third letter could be sent 
The co-operation of plumbers and gas companies is a Gresley & Company reported that they had sold eleven 
much discussed subject Many are still in doubt as to the EverHot heaters solely on account of the letters Eleven 
uccess of such co-operation But this story should help per cent sales—ftine letter 
to drive Old Man Doubt into the bushes. At any rate we No outside salesmen were employed, and no newspaper 
here read what has been done And what has been done sdvertising was used Phe letters did it all Well, come 
in one city can be done in many cities. It is easy, logical, to think of it, perhaps that last sentence isn’t quite correct 
businesslike Instead of saying “the letters did it all,’ suppose we say 
Kirst, enter the manufacturer the Everlfot) Heater the letters and the interest and enthusiasm that fair co 
Company of Detroit. The policy of this company is to | operation always brings about. That would be better, and 
ell Evertlot automatic water heater only through that is the truth The letters did much, but so did the 
plumbers, and because of this came the first struggle pirit of co-operation 
Second, enter the Detroit) Edison Company, a large Now for the climax For a story without a climax i 
public service corporation This company took over the like potatoes without salt And the climax is the big 
management of the gas company at Port Huron, Michigan reason for broadcasting this story The Detroit Edison 
The Detroit Edison liked the EverHot and wanted to sell Company is advertising the EverHot in large advertise 
it in Port Huron But the Evertlot stuck to its poliey ments in the Port Huron newspapers, and, at the bottom 
of selling through plumbers only The Detroit Edison of each ad is printed. “Ask Any of the Following Plumb 
couldn't see that policy, for it wanted to sell the water er And the following plumbers are, besides Gresley 
heaters itself. This caused the struggle to become pro & Company, Barton Bro Watson Bros., Albert Ryan and 
longed, In fact the struggle grew into a deadlock Richardson-Baketr The Defroit Edison Company carries a 
Third, enter the large stock of water 
plumber Or, to be heaters for the con 
exact, the Detroit venience of the 
en te heats ne 
Edison Company sonnenerautitranntensstyraveiien ae TT plumbers; all sales 
finally came around ' made through the 
to the EverHot’s way 4 company tore are 
of thinking, and a a credited to the 
alesman from. each RY plumbers; and, which 
f the two companie is the last note in the 
arm in oarm, so. to Climax, when a pur 
peak, called on the chaser wishes to buy 
plumbing trade of on time, the plumber 
Port Huron collects his money 
immediately and the 


The EverHot sales 


Nan offered to put 
on a sales letter cam 
That is 


iy, i 


palgn to 


plumber 


would furnish the 
EverHot Company 
ith a list of likely 


prospects, together 


With letter heads and 





Medison oe: 
the 


ompany 
carries account 

Harmony 
Port 


body is 


reigns in 


Huron, every 
happy, 
EverHots 
all 


co-operation 


many 
are being 
sold through a 
that co 


operates, 











The Schoolmaster and 


N tl] tu | umber ¢ Domestic Engir rin M 
pwed in I if, @ 11¢ i problem di rent fror 
ur ft | ling probler 
A floor plan of a public toilet room was given, without 
dimension hy vith certain fixture pecitied for the dif 
ferent I ! pro in i to a id or 
4 ‘ 
‘ 
lian. I 


proper dimensions for the room, then to select a scale that 


would illustrate the plan satisfactorily, after which the 
fixtures were to be drawn on the plan, and one or more 
elevations of the work on two floors worked out 

We knew when we gave this problem out that we were 


handing our readers quite a contract, although perfectly 


straightforward. Kvidently it called for too great an outlay 


Fig. 2 


of time, for only two members of the class have responded 


on this problem These men are Alfred T. Walter, Mil 
waukee, Wis and I.. Cornett, Paterson, N. J No doubt 
additional work will come in later on, and we shall be 


vlad to make use of it whenever it can be worked in 


Conducted by 


The logical method of starting in on this problem, it 


eems tous, is to decide upon the amount of space needed 


Water closet using this dimension for the length 


of the room; then to tigure for the width, a space that 


would take care of three lavatories In Fig. 1 we show 


Mr. Walter’ 
that he ha 


1 ft., and his floor plan calls for a toilet room 15 x 16 ft 


idea of the requirements, and it seems to us 


done well He has used a seale of 1 inch 


Mr. Cornett, with a scale of % inch 1 ft., has worked 
10x 14 ft., as 
Of the two floor plans, it seems to us the one shown in 


out a room seen in Fig. 2 


Fig. 1 is nearer right Two and one-half ft. have been 
allowed for each toilet, which we think about” right 
Whereas the space allowed in Fig. 2 is only about 1 2/3 ft 

Which ems too short If in Fig. 2, a sufficiently wide 
tall for toilets had been used, the two plans, as far as 


dimensions are concerned, would not have been much 


different 


\ DISCUSSION OF 
N addition to the floor plan, Messrs 


KLEVATIONS 
Walter and Cornett 


x 


have submitted elevations of the work installed in the 
toilet rooms, each having made separate elevations of the 
toilets, urinals and lavatories This is practically the only 


lent lor avalones Vent for (U/NNAsS = 
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way this could have been done At any rate, the use of 


the three elevations makes the plumbing very clear, and 


that is all that such drawings can be expected to do 

The three elevations applying to the plan given in Fig. 1 
and 5 Fig. 3 shows in addition to the 
toilets, the 


lines of the urinal and 


are Figs. 3, 4 


elevation of the connections into the main 


soil and vent lavatory waste and 
vent lines 
It will be 


circuit 


noted that the toilets have been provided with 


vents, while continuous vents have been used on 


the lavatories and urinals. 


Figs. 6, 7 and 8 show, respectively, the elevations for 


the toilets, urinals and lavatories, as shown in plan by 


Fig. 2 The notable thing about these three elevation 


the fact that the circuit vent is applied to all three types 


of fixture. This system of venting is now often seen used 


on lines of water closets, but very much less frequentls 


in connection with such fixtures as lavatories and urinal 


Figs. 4 and 7 show the elevation of the urinals, and. 4s 


these fixtures are on two sides of the room, it becomes 
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His Class 


R. M. Starbuck 

















a problem as to how to illustrate them properly In 

Fig. 4 they have been shown as if they were all on one 

ide of the room This way of handling the situation 

would be O. K. in some cases, and not in others To 

show the general principles of the work, the number of 
Fig. 4 

fixtures, ete this might be satisfactory, but for more 


definite purposes this might not be true 
well to make separate elevations of the four 
the 


notes on each, explaining connections that might otherwise 


It might be 


urinals on one side, and two on the other side, with 


not be entirely clear 
In Fig. 7 
difficulty by drawing the vertical line A-B, 


this 
which, we 


an attempt has been made to meet same 


pre 


sume, is intended to represent the corner of the room, and 


showing at this line the four waste and vent fittings used 


in making the right angle turn between the two sets of 
fixtures As a matter of fact, it does not seem to us that 
this would be a clear method of showing the work cor 
rectly, and we would be inclined to favor the two 


elevations mentioned above, 
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Fig. 5 
We are very glad to have just such situations arise as 
these, as it gives us a chance to take up those points that 


are the cause of some perplexity, Our aim always is to 


deal with real, hard-to-solve problems, for it is through 


these that we grow 
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The Class Meets for the Twelfth Time and 
Talks Over Some Hard Plumbing Problems 


CELLAR AND FLOOR PLANS 


HERE was a second problem given out in the July 
2ist issue the cellar and floor plans of a small 
house. being given in Figs, 112, 113 and 114, from which 
an elevation of the plumbing was to be made 
Of the tive drawings which have been received, showing 
this elevation, two have used a single stack, two have used 
two stacks, and one has used three 
It seems to us that the most natural method is to use 
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Fig. 6 

two stacks, one for the bathroom and kitchen sink and 
one for the wash trays and bedroom lavatory 

Fig. 9, submitted by C. H. S., Philadelphia, Pa., also 
Kig. 10, by Alfred T. Walter, use but one stack. In the use 
of one stack through the roof, the diffleulty comes in 
handling the main vent line serving the wash trays and 
lavatory, for this pipe must in some way be connected into 
the main vent line for the bathroom In Fig. 9 this i 
done by carrying the pipe across on the first floor, and in 


What 
must be 


Kig. 10 by carrying it the second floor 


this 
carried through a 


aeross on 
the 
bedroom, and in the latter case 


actually means is that in former case it 
through 


the den, both methods equally objectionable 
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Our opinion is that it would be much better to use a 


Fig. 11 Fig. 12 
John 


separate stack, as L. Cornett shows in 


also shows the same method, and is submitted by 
Bookham, West Toronto, Canada. The latter has handled the 


main stack differently than any of the others, in carrying 
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hi 10 and 11 It 


no doubt that the proper effort on 


will no doubt be clear 


) part would produce ood a drawing as most of 
i onto vhi the ela now submitting 
l en to us that thing that is worth doings 
t wrth doit ( I ve dislike to see anv meml 
| leit | it does not do him credit 
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| | to 
is 9, 12 and 1 how the stacks connecting into t) 
i) Gor oot ranch main drain in the cellar In the case of this plumbir 
riinnunte vestem, and most others of any extent, it is diffleult in 
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Fig. 0 
1 that next time he will try to elevation to show correctly and clearly thi ort 
to ] r tl latter part nection, and, for that reason, it is often best not to 
/ { 1 not much to brag about too much in this direction, but to do nothing wl 
I ) f t rat knowledge of plumb allowing the stacks to end just as they are hown I 


that the cel 
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an be made to give whatever information is necessary as 


o thé point where such connections are to be made, and 


iow they should be made 


The use of proper notes 


n the case of Fig. 11, 


= 


sf 


there 


Wig. Of 


made between the vertical 


cellar, and it would be 


each one of these risers, 
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“ure 


will also help For instance, 


connections to be 


horizontal lines, in the 
help to number or letter 
A;. 3 


No. 1, No. 2 and 




















4 


the proper points on the cellar 

hote on both elevation and plan to show 
is desired to convey By doing 

doubt of a drawing being clear 


vo. 3, and also put the respective numbers or letters at 


making a short 
the facts that it 


there would be no 
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GOING BACK TO FIG. 05 


I have recently received from Max Buehler, Lima, 
Ohio, a cellar and two floor plans covering Fig 
95 in the July 7th issue We very much regret that we 


haven't space to show them, but would say that the piping 
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shown in the cellar plan is well worked out, and in agree 
ment with the plumbing shown on the floor plans \ 
litth® more care should have been used in making these 
drawings, and double-line partitions should have been 
shown 

submitted, those 


As a matter af fact, when drawings are 
making them should realize that unless they are careful 
in executing the drawings, it is going to make consider 
able extra work and expense for us to put them into proper 
shape to be published We know, however, that just this 
slight word will be enough to make some of the member 
of the class just a bit more careful in their work und it 


Will pay, too 


Points for Shippers 


He rule is well founded in the law and in com 
“. mon business experience that it is the duty of the 
common carrier to supply ears that are suitable and 
safe for the carriage of the particular kind of commodity 
undertaken to be conveyed, which implies not only that 
it must be of a type so constructed as to be able to 
encounter the ordinary risks of transportation, but also 
must be perfect in all its parts 

Since the general rule of liability for loss is against 
the carrier, upon its being shown that the carrier re 
ceived the shipment and failed to deliver it) or a part 
of it, the burden is upon the carrier to show that the 
cause of the loss is one of the excepted causes, such 
as improper loading or packing 

It may be accepted as a generally recognized rule that 
improper loading or packing constitutes ordinarily such a 
fault on the part of the shipper as will relieve a com 
mon carrier from its almost absolute Liability for goods 


it undertakes to carry, in those cases at least where the 


improper loading or packing consists of internal latent de 

fects of which the carrier does not know, and from which 

loss or damage ensues to the goods in the ordinary course of 

handling and transportation Supreme Court of Wash 
, 


ington, in Wilson & Co. versus Hines, 213 Pacithe Coast 
Reporter, 5 








Solid Foundation for 


most intimatel owe r, because of the faet that they 
Part One tre mntly required to gnarantes the result of t 
— - nest tio Where they plan neither the plant not 
of a Two-Part Article building, and also the costs of heating operation 
| istiv or unjustly laid at their door Yet build 
eo! ruction 4 certauiniv are pon ibilitv of the heatir 
By John K. Raymond he peer er cll agarcheae pap ithe eee 
7 . as nd ! e themselves in regard to it wherever they 


In Which He Shows that Successful House 

' . WHY NOT BEGIN AT THE BEGINNING? 
Heating 1s Strictly a Matter of Heat Stor- ! apeeere that heating enaibeors are cither tenorent 
age. Everything Depends Upon the Right I ' 


negligent in regard to the matter For example 


largest citie of the United State the Board 


o of the 
Building Construction Mducation ordered reports from two prominent engines: 
fo serve as a recommendation and basis for a heating and 
Ventilating program involving close to $10,000,000 
ALL RIGHTS OF REPRINT ARE RESERVED P " 
outlay The reports were ubmitted, one covering sixf 


five page ind the other twenty-six, They were formidabl 





Hi heatir of home and buildings i one of td lookin document to behold They went into detail ot 
vyreat bis industrie of the countr Million of heatit and ventilating installation, true enough: but 
buildin } » heating plants installed, although it i neither one mentions the one solid foundation of all suc 
idmitted that) millions mors hould be thus equipped cessful heating and ventilating — the building constructiotr 
In practically all instances these heating plants consume When if is remembered that most buildings leak ait 
fuel, and thu from an economic aspect heating i one of nd heat thout oa freely oa a ieve leaks water, it erm 
the large and abiding problems of the time trange indeed that consulting engineers, at least in thi 
It is well known that the consumption of coal is ordi instanes do not place exeeptional emphasis upon th 
narily uch a qualities of con 
wasteful proce , . f Y struction Which 
that, in a large \ beat iL ’ , ; ) will conserve the 
measure, it stig ROSS SS SS | heat which must 
matizes thie in LK, Pf, pha gh. “4 be placed in the 
dustrial engi 14 o. LY. ‘ l- ba building. The fer 
neer In spite of rh | Gail x = for one of the 
all the claims of iH { peacy » Ls fers reports, by the 
progre in ci } \ . 1/”*s <\ { Way, was $1,000 
ence and engi : SQ \ | \\ | The exception 


ing research and 


TA a Si j Af a as J 
HSreng involy ‘ WV Ly) 7 al amount of ait 
| \ a0 ai J 
{ NK } leukage ino prac 
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invention, the in tically all) build 


efficiencies in the ings is demon 





burning of ordi F] strated whenevel 
nary fuel are Z 904 TIT TIT TTD anyone attempt 
nothing ls than (7 y je d sy Aha S\°) to put air pre 

a seandal And | ee KK m/w” Mayr { sure on even the 
on top of all thi / 7 / x i 1) Le y he t sort ot 
it is highly rep l = . Le building con 
rehensible, in Mig. 1 “ struetion It x 


perimenters 
testify that it 


dear that wreat . 
! I Details of window construction, with efficient weather strips of metal to prevent 
number of wasteful heat loss 


buildings are practically im 


constructed without due regard for some of the implest possible to have a building hold any pressure, even where 
and most obvious expedients for the conservation of fuel there are large fans and the volume of air deliver 
through the aving of heat can be accurately gauged in totals of manv thousand 

In referring to thi ubject, Charl IP. Steinmetz. chief eublie feet per minute In some instances accidents ha 
consulting engineer of the General Electric Co recently revealed urprising facts In the enate chamber. of 


prominent state for example, there wa a complaint 


tated in a national publication Our present structure I 
are causing annual leakage costs of literally hundreds of cause the legishitive hall had not been satisfactorily heat 
millions of dollars worth of heat.’ He had in mind at by a central fan system of ample theoretical capacity 
the time the great wastage of heat through the uninsulated The tempered air in this building was blown in fre 
walls, floors and roofs of American homes and public and then found its wav aut of the room through liber 
buildings exhaust in the roof A change was made so that 
The responsibility for this situation does not, of course ventilating system made use of several unit ventilat 
rest with heating contractor It touches their affair placed near ide window The old outlets through 


1S4 











Heating Installation 


ceilings Were closed, and the new ventilating device after umably lavs out hi vstem in varving size according to 
being tested again and again, were unmistakably deliver the requirement of the building so that suflicient heat 
ing 12,000 cubie feet of air per minute into this legislative Will be conveved to the cubieal air contents to kee p it 
hall This new installation, however, was intended to heated properly 

include a certain vent flue placed in an adjoining cloak This means that when the heating contractor has in 
room The vitiated air was to pass out through a large 

grille in the bottom of the cloak room door and then up fe : ‘ ‘ - 


through the flue It happened that there were two con , wi 

: for this wor ~ | | Brick | te 
tracts for this work, or, at least, that the heating and - Cc Oulside 

; ( 

ventilating contractor was not asked to include the vent / 
flue Thus, through some oversight, the vent thie was 
never constructed and has not been constructed to this 
day And what do we find? The legislative chamber is 
now considered comfortable in both heat and ventilation 


Whereas, With all doors and window tizhtly closed, the 








Details showing the frequent defects around window frames 


talled a plant whieh heats a building to 65 or 70 degre: 





d tiy y 
++ pe wr in spite of outside temperature he is presumed to have 
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done his work well The technical defect and injustice 





of the arrangement, however, is that the maintaining of 
an even temperature is a matter of heat storage, and the 
architect and builder are really more responsible for that 
Kvervone knows the technical exactness with which refriz 


e constructed, and 


erator and cold storage buildings a 
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Weather stripping applied to door sills, one of the big lenk 





holes | , \} 7 
7 SS SSL 
Incoming volume of air, amounting to 12,000 cubie feet —=—=_=—_—=——= : 
per minute, escapes somewhere There is no indieation f *, \ 
Whatever of pressure in the chamber, and presumably the . Hy” 
‘ir leaks out around the windows It is small wonder woteayirs 
that the original system failed to satisfy ¥ RRS 


7 he . Th ‘ 7 hl ‘ ‘ ‘ , Win. ons 
THE DUTY OF THE HEATING CONTRACTOR 
Details showing methods of Olling openings around window 


O far as the heating contractor is concerned, his real frames with a plastic eantking material 
work and responsibility is technically only the storage 


Of heat The best way of stating it, indeed, is to say that for the purpose of holding a low temperature What 
his genuine activity is the transportation as well as the shadow of difference is there in either theory or practice 
Storage of heat In other words, the heating man places concerning the proper erection of a building to hold heat 
the proper piping and radiation within a strueture so that inside and cold out? 

the heat is carried from its point of manufacture to the It is plain that the properly constructed building should 
different rooms and parts of the building Ile also pre be able to hold this heat for a considerable period Of 
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course, it is a fact that it can. There is a group of nine 
buildings about 100 miles north of St. Paul, Minn., for 


example, having a total heating load approximating 50,000 
sq. ft of direct 
the practice to shut off all heat in all winter weather from 


steam radiation, and where it has been 


about nine o'clock in the morning until four in the after 
noon The heat is again turned off about eight in the 
evening until around four o'clock the next morning A 
heating engineer reports that he has been astonished at 


the small temperature drop during the time when the 
"f a 297 MIT} E x2 ==.F17Z —a aly 
(| ae fo Pe Per ee 
Av f/i . } ne vy 











Showing the application of insulating quilt to roof construc- 
tion as a heat saver 


team is shut off. The older buildings in this group are 


fitted sash in all windows, while two 


1913, 
applied to the windows instead of storm sash It appears 


with storm new 


tructures, erected in have metal weather strips 


that the buildings having metal weather strips retain the 


heat 
This indicates 


better than the others 
_ by contrast, how great is the loss of heat 
around windows; but, of course, the wasteful construction 


walls not insulated and, 
heat 


this 


involves also outside proper ly 


above all, the rate of wasteful transmission through 


attic spaces and roofs In regard there appears to 


be a misleading belief concerning air spaces in walls and 


between floors. The dead air space is commonly claimed 


effective insulator, or, at least, to have a 
heat 
Professor F. E 


reported to 


to be a most 
transmission 

Giesecke, of the 
stated at the 
Heating 


remarkably low rate of 


Concerning this topic, 


University of Texas, is have 


recent meeting of the American Society of and 


Ventilating Engineers, that, in testing the conductivity of 


air spaces, it was ascertained, under the conditions of 


his research, a half-inch board provided better insulation 


than five feet of air space If this be true, it is plain 
that no building is properly constructed for heat con 
servation unless its walls are specially provided with 


insulating materials, such as cork board, hair insulation, 


flax fiber insulation, eel grass quilt, cane fibre board, and 


other products of the kind now specifically manufactured 


for this purpose. The foregoing is for the walls, of course, 


and the windows and doors will also need common 


sense 


attention with weather stripping and plastic caulking 


WARM IN WINTER, COOL IN SUMMER 
talk. delivered Brooklyn, N. Y 


Club Donnelly, 
the American 


Na 


neers’ 


before the Engi 
member of 


Ventilating 


recently, James A 


Society of Heating and Engi 


neers, is reported to have stated 


“It is really a very curious practical fact that the amount 


of heat required in the coldest outside weather from 


Florida to the Dominion of Canada, for homes of like size, 
does not vary at all in direct proportion to the lower out 
build 


side temperature ; 
so much better and to the south so much poorer that the 


to the north of us they 
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maximum heat required varies much less than the fizures 


of outside temperatures would indicate.”’ Surely that igs 


an indication of highly reprehensible waste It means 
coal needlessly burned up whenever there is poor building 
benefits of 


experienced in summer as well as in w 


construction Incidentally, the insulated 


buildings are liter, 


because, in the warm season, such buildings are much 


The ame 
help to keep in the 
heat in winter, will also keep it out to a great degree in 


cooler and more comfortable than the others 


features of construction, which will 


the summer. In regard to roofs particularly these summer 


effects are most desirable 
“Tight 


double windows and weather stripping are very 


On the same occasion Mr. Donnelly stated: 
windows, 
desirable. However, back plastering, double clapboarding 
and the better grade of 
are more desirable. But most im- 


often neglected, is the leakage in 


with building paper protection 


building construction 
portant of all, and very 
occurs around the outside of 
Also 


the eaves and gables An un 


many suburban houses that 


windows and door framing, caps, sills, ete. under 


verandas, stoops, and at 


usually leaky house will often defy the best efforts of the 


most competent engineer.” 


It appears that two principles must be regarded when 
warmth in 
The 


construction or finish which will withstand the winds; 


it is desired to produce houses of maximum 


winter and maximum coolness in first is 


that 


summer, 


is, the elimination of cracks or joints or openings. The 
second is to provide effective insulation against the trans 
heat 


James ID 


mission of 


Professor Hoffman, of Purdue University, re 


cently looked into this subject and states in his report 


“It is only too evident to those who have made a study 


of the present practice of house building that the present 
construction is very bad. No matter whether this is due 
to ignorance, indifference or to wilful evasion, the average 
hidden attended 


could be with 


house is bristling with defects which, if 


to at the proper time eliminated small 


additional expense. Having in mind only those reasonable 


improvements which should be made in every case, the 


yearly fuel bills in the average house might be reduced 


because of house construction alone, fully 25 per cent.’ 


VERY LARGE SAVINGS 


N another part of his report the same authority states 
that 
save even 10 


if the people of his own Indiana, were to 
fuel bills, 


indicate the saving would be $5,400,000 a year 


Siding 


___Faper a 


state, 
statistics 
That is 


per cent of the annual 
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SMudding — 
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Lath 5 Flaxlinum 
Fig. 5 
Details of excellent insulating construction, with flax fibre 
board, giving extra dead air spnees and tight walls Mate- 


rint flanged to fit between studs and nailed with cleats 


for a saving of 10 per cent, mind you, while it is believed 


that better house construction could save 25 per cent, as 
stated in the preceding paragraph Surely the heating 
man should be highly interested in this state of affair 
particularly when any inefficiencies or abnormal costs of 
heating are really charged against him in the popular 
mind. 

Professor Hoffman states further in his treatise ub 
our houses were built with insulated sides like firel 
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cookers, We could make them comfortable throughout the 
average. winter with the use of but a small amount of 
fuel This construction would not be desirable from the 
standpoint of health, because we need fresh air; but our 
present practice is quite the opposite Because of im 
perfect construction we are not able to close up the 
average house on a winter's day tightly enough so that it 
ean be made comfortable at all This is especially true 
when there is a high wind As a consequence, most of 
the 60 per cent (available heat from the fuel) immediately 
goes through the walls, ceilings and floors to the outside 
air, and is of little usefulness in maintaining warm room 
interiors.”’ 

The lath and plaster finish next to the room, according 
to the same authority, is one of the serious weak points 
in most construction. This applies to frame buildings, 
which are in the majority The heat and air easily pass 
through the plaster The air spaces between the wall 
studding is presumed to be a good buffer, but in reality 
it will be almost as cold in temperature as the outside air 
under the ordinary methods of construction, including 
even building paper 

In short, dead air spaces can be the best of all insulators 
if the air is kept really dead. The trouble is that many 
so-called dead air spaces are really no more than good 
circulating flues, which transmit heat units rapidly from 
the warm side to the cold. A great many people, including 
not a few engineers, seem to think that air spaces built up 
of wood, covered with paper, are quite sufficient. The 
theory, however, breaks down on the test. It appears that 
the air spaces are all right only when the surrounding con- 
struction is substantial, and the materials in themselves 
of good insulating qualities. In certain types of frame 
construction, known as the balloon method, the air spaces 
between inside plaster and outside weatherboards are no 
more than so many hundreds of open flues leading directly 
from the foundation walls to the open spaces under the 
roof. The writer knows where thousands of such buildings 
have been constructed for many years. As a. heating 
contractor he has installed the plants in hundreds of them 
The wonder now is how they were ever heated at all. 
No doubt other contractors have been in the same boat. 


An Idea Worth Trying 


O see is to appreciate And seeing creates enthu 
siasm. Out of appreciation and enthusiasm are born 
sales. So, with these thoughts in mind, a worker 
He begins by 
“Why would it not be possible for a 


for the good of plumbing offers an idea. 
asking a question 
master plumber to operate like an automobile salesman?” 

Then he answers his question by telling how automobile 
salesmen operate, “The minute an automobile agency 
learns that a person in the neighborhood is interested in 
buying a machine,” writes the worker for the good of 
Plumbing, ‘‘a salesman drives around, invites Mr. and 
Mrs, Blank out for a ride, lets them run the car, gets them 
enthused, and oftener than not closes a sale.”’ 

With this in mind, the point is: Why can't master 
Plumbers do something of the kind? The worker believes 
they can 

He suggests that a plumber could fit up a truck with a 
very fine bathroom In it he could have a built-in tub, 
shower, lavatory, closet, bathroom jewelry everything 
complete 

Then, when a call is answered, the truck would be sent 
tothe job. As the necessary repairs were being made, the 


BUILD TO STOP HEAT LOSSES 
PROGRESSIVE heating engineer, J. M. Robb, of 
A Peoria, Ill., believes that the heating engineer and 
heating contractor should give far more attention to this 
subject, and, through publicity and demonstration, secure 
that public understanding and approbation which must 


result in these proper and sensible efficiencies in building 
construction. 


Mr. Robb has stated to the writer “Everybody says 
we must build so that our buildings will lose less heat 
The trouble is that almost no one realizes how our build 
ing construction generally leaks heat as readily as a sieve 
leaks water There is no adequate knowledge of how to 
build to stop heat losses If publie attention can be fixed 
on it, the remedy soon will be evolved. The experimental 
departments of our great engineering schools will lead in 
providing the remedy when they realize its importance 
Proper building construction is a basic element in success 
ful heating Most heat is lost from buildings by reason 
of air leakage, and this is the greatest item of preventable 
heat losses.”’ 

Mr. Robb adds: 


air leakage from our structures will prevent heat loss. The 


“Anything, therefore, that will stop 


principal leakages are as follows: 
“1. Around the window sash. 
“2. Around the window frames 
“3 Around the doors. 
“4 Through upper floor ceilings and roofs 


‘6 Through the walls. 
**6 Through flues and other provisions for ventilation.” 

Mr. Robb gives the following recommendations for stop 
ping air leaks: 

“1 Windows must be equipped with metal weather 
strips, and installed by mechanics trained in the work 

va Window and door frames must be caulked with 
plastic cement and other fillers, 

~s Doors must be weather stripped and vestibules or 
revolving doors must be provided 

“4. Top floor ceilings must be made proof against air 
flow through them and attics and roof spaces must. be 
made airtight.” 
[Second and Last Part of This Article Next Week. ] 


Using the Automobile Method 
to Sell Up-to-Date Bathrooms 


plumber would keep both eyes open to discover what was 
Before 
leaving, the plumber would ask the housewife out to see 


lacking in bathroom equipment in that home 
his exhibit He would turn on the shower, explain the 
many conveniences, stimulate a lot of interest, and show 
Mrs. Housewife just how such a bathroom would look in 
her own home 
That is the idea. 
a showroom, the truck would carry a showroom to the 


Instead of asking people to come to 
people. To make this traveling bathroom worth all it 
could be worth, it would have to be kept clean and white 

The idea may seem a bit dreamy, but is it? Several 
master plumbers have found that a repair shop on wheels 
pays Well, perhaps a showroom on wheels would pay 
also. Who knows? 

The man responsible for this idea believes that many 
advance steps are to be taken in plumbing and heating in 
the years just ahead The industries of plumbing and 
heating are growing, and their value is growing in the 
public mind So we may expect new ideas to be put for 
ward all the time. New ideas stimulate new business, and 


new business makes an industry grow, 











POWER Ol LAWSUITS 


DIRECTORS TO COMPROMISE 


HE management of a corporation is vested in it 
board of directors, and such board has power to insti 
tute, prosecute, compromise, settle, and dismi a lawsuit 
in which tl corporation Claim to propert 1! olved 
The rule that a board of directors of a oiling corpora 
tion has no power to sell or dispose of its corporate asset 
in such man! Vill disable the corporation from 
further exercisir it corporat powe vithout the 
issent of the tockholders to sucl ile or disposition, ha 
no application to a compromise and ettlement of a law 
uit where a mere claim to corporate propert is involved 
and where that claim is of doubtful and uncertain merit 
In an action to set aside a compromise and settlement 
of pending litigation, bad faith, negligence, and indiffer 
ence on. the ide of one of the parties is not sufficient 
vround to vitiate the contract when the other party to iti 
without fault and is insisting that it be maintained a 


executed 
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Inadequacy of consideration is not ordinarily a sufficient 


ground to set aside a compromise and settlement of a 


claim to property, when that claim is subject to litigation 
and where the chances of success in such litigation are 
hazardous and uncertain Supreme Court of Kansa in 


Butler County Oil Co. et al., 211 Pacific Reporter, 60s 


\ RECEIPT IS NOT A CONTRACT 


RECEIPT is not a contract, and it is always admiss 
Bo iw to show the purpose of a receipt and the real 
intent of the parties thereto. To contradict a receipt it is 
not necessary to allege that it was secured by fraud or 


mistake 
sriefly stated, a receipt constitutes prima facie evidences 


of its recitals, and each case in which the character of 


the 


instrument is involved must depend upon its own par 


ticular facts The giving of a name to an instrument in 
the instrument itself is not conclusive, but the paper must 
be viewed in its entirety and with due regard to the con 
ditions surrounding its execution 
So, where payment was made by a check on the face 
which were the words: “This voucher check is issued 
in full payment for services rendered to and including 
the indorsement on the check constituted a receipt and 
was open to explanation Supreme Court of Towa, in 
Yardley v. lowa Electric Co., 191 Northwestern Reporter, 
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usiness 


Says Henry Homespun 


‘‘Cause Profits Ain't Measured With Red Tape”’ 


otherwise normal 
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lot master plumber 
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And 


could ee Jest 


at th’ end 


where my profits 
th’ shuffle 
no simplified 
Th 
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helpful 
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Wa nt 
systems then 


Extension Bureau 
hand, thought To 
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flivver 


wasn t even 


day Plumber who don’t hiteh 


his onto th’ new fangled 
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pail 


doin’ business better 
he ad 


times and pull it out twice ? -- 


Ways oO’ 
stick 
three 


his in a of water 
They’s such a thing as too much 
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al 


traight is a short cut to efficiency. And efficiency ain't 
othin’ more’n common sense. And common sense ought 
o tell vou not to clutter up your work with old fashioned 
pindlized ways of doin’ an easy thing hardest. 

One of th’ biggest rhinestones of 
business is th’ feller who thinks 

oe ANY SYSTEMS he can do what grandfather did 

) 1H BIZNES and make a success of his busi 
ness, You hev got to keep on doin’ 
things new and better. That's th’ 
law of success. Be foot loose in 
th’ mind, 

Take advantage of th’ trade 
help that's offered you. King Tut 
kept his mouth shut and existed 
three thousand years. But he was 
all bound ‘round with tape. That 
jest th’ position of a lot of th’ 
boys. They don’t open their faces 
and ask questions. They are con 
tent to stay wrapped up in = red 
tape like a mummy. Year after 
year they go on and on, doin’ 
things like they was in th’ stone 
age 

Nothin'll clog th’ pores of your 
business quicker'’n a lack of 83 
tem So, if you ain't done it 

‘ready, throw away your spindle and get a_ sensible 
system, That’s my advice to th’ boys 
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Advertising Editorial 


A NEW ONE EVERY WEEK~-~ No. 93 





Shiver and Shake 


HAT'S what a lot of people will do—shiver 

and shake—the day the first cold snap arrives 

And they will shiver and shake all because 
they forgot—put off, neglected, waited—to have 
their heating plants put in order. 

It's a poor plan to buy a lock for the garage after 
the car's been stolen. And it's just as poor a plan 
to wait until cold weather to have your heating sys- 
tem tuned up for winter. 

People who care about their health go to a doctor 
at least once a year and have him examine them. 

Your heating plant needs the same kind of exam 
ination. You know the old saying, ‘A stitch in 
time saves nine.” 

Have your heating plant looked over today. At 
the same time have a heat regulator put in, and save 
enough coal to pay for it. 

Winter will soon be here. This is the last warn 
ing. Have your heating system put right—right 
now—or expect to shiver and shake. 











Good for City or Town 


ake Andrew MeCann a in illustration He i 1 plumbing dealer and 
it rat 1929 Fast 7st treet, Chicago In hi neighb 
d paper, Phe % et hie tarted to use the Mditorial without 
ration Then the illustration were offered and he grabbed them 
iW 
rhe same ry ¢ ild be told of W J. looker, of Lake Gene 1, Wi 
of Walter B. Wolcott, of Newton, Ma or of anyone of a number of 
ers 
l'se the Advertising kditoria That What they are printed for 
le illustration ire 75 cent But if you will an illustration a 
ek for twelve or more weeks, the price postpaid is 35 cents each 
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Two Harvests 


Care of the 

Health yields 

Two harvests. 

Care of the health 
Means the observance 
Of the simple, every day 
Rules for eating, 
Sleeping, working, 
Exercising, and, above all, 
Bathing. 

The person who bathes 
Regularly usually follows 
\ll the other rules. 

Here is why: 

A clean body clears 

The mind, and a 

Clear mind or brain 
Makes you appreciate the 
Joys of good health. 
Thus, you unconsciously 
Observe the rules which 
Promote good health. 
The person who bathes 
Often—say a bath a day 
Will reap two harvests. 
The first is greater 
Happiness day by day. 
The second is 


Lengthened life. 


Creating Wants 
O* Ii a week regularly clip or typewrite one 
of the Littl torte like the tory ‘Two 


Harvest printed ab ‘ Then hand the story 
to your local editor for him to reprint in hi 
paper 
Ite will reprint it ure he will He is look 
for uc filler i they are called 
| yl l ! 1 t) t \ ift T V } 
And u ill o up it ir nn iit 1 
' iter inte ryvthing ' ited with 
plu bir heat il tilati 
rl ttl t t adv tisi rh 
it tra bit f for iti eral popular 
education The upplement the Advertising 
editorial 
If there is one thing vou need in your busi 
it is an educated public Well, then, edu 
ent it If mod t h will 
0 those ! t educated to want the 
thing you have t ell, t ther 











Plain Talk by a Plain Talker 


As Spoken by 





J. C. Greenberg 


( GREENBERG of the National thought I do not care what schem: 
Trade Extension Bureau, was the a man may formulate to whip someones 

®speaker at the July meeting of the into line, it has never worked out The 
Sanitation Development League of South day of force was gone when the Kaiser 
ern California at Los Angeles The lost his job The day of freezing out and 
League was so enthusiastic over Mr. Green squeezing out is gone, but the day is her 
berg and what he said, it has had his ad when Reliability sits upon the throne and 
dress printed Here are quoted some of wears a crown that cannot crumble 
the hard-hitting extract 

When the manufacturer” sells the CEMENTING THE INDUSTRY 
wholesaler, he has just started into mo © you fully realize what you hav 
tion a sale that will some day be made started?"’ asked Mr. Greenberg 
When the wholesaler sells to the plumbing And then he answered: “You have started 
dealer or heating contractor, he has ac a cement factory to cement the manufac 
complished the second stage of the great turer, wholesaler, plumbing dealer and 
proposition of salesmanship. Now we have heating contractor, journeyman and pub 
the ultimate consumer, and that means the lic into one harmonious mass. It will take 
public No man has made a sale until the ( VCE upon a time a man a great deal of courage to make this 
public has satisfactory service This is ) ud, “Language was League what vou want it to be. There will 
rather ideal but it is true invented ft conceal — our be a day when this League will cover many 

There are 17,500,000 homes that must thoughts.” But that man was square miles, but remember square miles 
have a bath, and do not have it There not J. ¢ Greenberg He do not mean greatness; square men mean 
are 19,500,000 homes that have not the " words to tell what he greatness 
right heating equipment, all because each thinks what he knows “It takes able men to bring any under 
one thought he had done his duty If what experience has taught taking to a successful state. An able man 
there was not another house built in the him. And in a plain way hi is that man who has Quality of thought 
United States there is still enough work makes plain what is on his Quantity of thought, and the right Mode 
to be done to keep the plumbing and heat mind of Conduct No matter what good Quality 
ing industries busy for the next twenty The fous 'y sohiech members you are, what a great Quantity 
one vears, working eight hours a day and hin heen called from bis of ideas you have, if your Mode of Con 
employing ten thousand more journeymen eee oe: Oi oe duct is not right you are going to fail It 
than are in existence today. Where is the nc OD pment Leaeue of takes Courage of Conviction in any man 
fault, who is to blame? Southern California. end to ask himself, ‘Is my Quality, my Quan 

The mnaufacturer says, ‘I have money vhich are here printed, should tity, or my Mode of Conduct Wrong?’ 
invested I must create an outlet.’ The i all eats setieetastnn “The plumbing dealer and heating con 
wholesaler says, ‘I have money invested ers, jobbers, salesmen, plumb- tractor are not salesmen; they never were 
and T must create an outlet.’” The plumb a ae peer atti ve salesmen and they are not today, for the 
ing dealer and heating contractor says ares . simple reason that they have evolutionized 
lam doing the best I can."” The public . Pi aia ith My from journeymen, and still think in terms 
uffers; something is wrong ailcnie <x a a ‘ ! of tools, labor and material. That is the 

You manufacturers and wholesalers are ion tales a a best they can do. IT have seen thousands 
ituated in a peculiar position Your busi ore saaiaaie = will of them every year for three years I 
ness needs food, otherwise it starves to rad he rds interestina. know these men, I feel for them. I want 
death You must stop to think You to help them; so does the Trade Exten 
must ask yourselves this question: ‘What sion Bureau; so do you. In order that 
is the food of our business?’ The answer, after all analy these men may use Truth in buying and selling, you 
is, will be, ‘The plumbing dealer and heating contractor wholesalers and manufacturers must set the example and 
is the food of our business.’ It is absolutely true You criterion for them to be guided by. 
thrive on this food. Without this business food you could “When these men sell goods at a loss it is because they 
not exist On the other hand, without the wholesaler or are ignorant of business methods fut the manufacturer 
manufacturer, the plumbing dealer and heating con and wholesalers——big men and moneyed men who are 
tractor could not exist. This is an interdependent posi taking part in developing our industry to a higher level 
tion. Each one is virtually interested in the welfare of the = and a more substantial basis, are they really buying and 


other. The day is gone—gone forever, I hope—-when any 


department of this industry thinks it is dependent on itself 


alone. It is one great big family 


“We can no longer gauge a man by the number of dol 
lars he has. There are some men who wear overalls who 
have good ideas They may not be big ideas, but good 
ones nevertheless. It will take a good deal of courage to 
change their ideas into big ones It is a battle that can 
only be fought with square dealing and conscientious 


I am giving you my own 
but other You 


manufacturers who 


selling in a Truthful manner? 


experience, not in this state, in states. 


human beings 


handle the sam 


wholesalers and are 
have the same industry and brain power, 
materials, so your experiences are the same. Kvery man 
must think along the line of his own experience. We act 
think, and think along the lines of our experience 


so we are just as liable to make the same mistakes her: 


as Wwe 


as elsewhere. 
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Get your orders on the strength of Quality goods, on 


(juality service, on Quality salesmen, rather than by price 
itting If you will get business along these line you 
ll have SECURED your business, which is better than 


erely ‘getting’ it If your salesmen were properly 


rained these price cutting methods would not be 
ry. If 
cret pact 


heces 


you cut a price, give a concession or make a 


with a customer, you are reducing your profit 


This is the price you pay for having 
This is the day of 


Salesmanship is real personality 


salesmen that cannot 


et business legitimately supersales 


inship real integrity 


ind real constructive selling, which sets a good example 


» the 
a good price on any quantity of goods, and if it is 


t plumbing dealer and heating contractor If vou 


have 


] 


ood for one it certainly is good for everyone else, do not 


compete with your own customers and contaminate your 


own business food in exchange for pure, unadulterated 


monetary selfishness, 


REGARDING PRICES 


cannot build up your business by killing a 


OU 
petitor, 


This man will not know 


com 


You cannot go to the side door with evasive 


today what the price will 


prices, 
You are putting busine to the dogs by 


There is 


he the day after 


that kind of poor selling only one way of telling 


the truth and if it hurts, I hope it hurts like Billy Hill 
If you want to sell Quantity goods and Quality goods, your 
Mode of Conduct must be right But vou cannot say, ‘I 


will give you an extra five or ten;’ and call it clean busi 
ness There to that. Should not the 


is no stability plumb 


ing dealer heating contractor know what the good 


are going to cost? How can you build up the industry 


by keeping them in hot water all the time? The manu 
sells to 


wholesaler sells to the plumbing dealer 


facturer this man we call the wholesaler the 


and heating con 


Reaching Old Customers 


Ht weather will not always be fair and warmer 
Jack Frost is waiting around the corner Kvery- 
body knows that But most everybody will put 
off heating repairs until the first cold snap unless they 
are reminded To remind customers, as well as other 
is the business of heating men Those who do the bulk 
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tractor; the plumbing dealer and heating contracts ell 
to the public Ultimat em ifacturer xls 1 
the publie \s long as the plumbing de ro itin 
contractor is confused on pric he cannot ce rethe 
roods to thre peu nad ( inf ) do 
not mean price hould b fixed it ) 0 
get a price for a car ad 1 price for i] ‘ for 
any other quantity, let that price prevail and sell t ood 
on Truth You « ot b d yo own t by robbin 
the nest of Oomeone else becn event ill j A l out 
So why should no plurabeis d ! 1) con 
tractor know that tomorrow he can bu ood 1a ee ain 
quantity at a certain price Yi 
line of Faith, Lovalty 1 | 

“If you bring a smilir Visage to the Ml meet 
a smile; if you give Reliability to the world vou vet Re 
linbility You must create the favorable attention of the 
public by advertising of the right kind in order that they 
may beeome interested \ppr 0 i rad 
desire into decision nad «be ol nfo action Ievery 
dividual plumbing dealer and eutil contractor Iver 
tise Whether he want to or ne lhe vill either rdve j 
necessftul service rendered ¢ failu ) Ou 
Quantity end Mod of Conduet \dvertisit Mod 0 
Conduct that) will) brin peo} » favorab ittention 
Favorable attention ripens into interest \\ lwa ip 
preciate that in whiel il ‘ | \\ | Vhat 
Ve ppreeiat We decide t i | ] 
W eau lhispire the | thobic h ft 1 { 1, of 
thought ill ft ! ( in Deve pmen 
League are lost tot public 

Mi ireenber closed 1 talk b Makit » stron plea 
for education the edueation of t public ind to do 
thi he advocated the employvmen of igh « fir 


nan who could develop education in many way 


What One Firm ts Doing to 


Increase Heating Business 


during 1921 and 1922 There is good advice on the blot 
ter—the kind of advice usually appreciated 
Accompanying the blotter wa a circular lette vith 
the warning, “Be ready to fire up when Jacek Frost show 
up.’ Then, too, in this letter wa i list of repaint threat 
might be needed to put a heating plant in first-ela con 









fy 


~ 


tank with a wheel-handle shut-off valve. Then, if 
repairs are required to tank or heater coil, it will not 
be necessary to deprive the whole house of water; 
and the heating plant can stay in service. The drain 
valve at bottom of tank should be threaded for hose 
coupling to make draining quick and clean. 


Dykewater 1863-1864 





Prompt Plumbing Repair Service 
is an Essential Part of our business 
BUT 
op We'll gladly help you avoid extra annoyance and expense ? 
a By Way of Suggestion - 


ional 1 tof water heating coils in 





Equip the cold water supply line to the hot water Oc 
boilers or furnaces can not be avoided. Let us install 
@ new one for you and supply « duplicate to be on 
hand when needed. It will save you time and money 

We'd gladly, and without charge, inspect your 
plumbing and make similar suggestions for economy 
and convenience. 


THE HUGHES HEATING AND PLUMBING CO. 


worn) 


1514 East Franklin Avenue if 








of the reminding are pretty sure to get the bulk of the 
repair jobs. 

\s a reminder The Hughes Heating and Plumbing Co., 
has mailed a blotter, on one side of which 
The blotter 


ent to all the people for whom the company did repairs 


ot Minneapolis, 


printed the printing printed above was 


dition The list ineluded item uch oa the following 
The importance of a tight moke pipe cleaning out 
the soot: a new coil; the present heating boiler may be 
too small the proper covering; draining old water and 
sediment; heat control; door vrates;: valve radiator 


Reminding customers is a good way to get busine 





























This department is a clearing house for ideas and is open to every reader of ‘‘Domestic Engineering.” Problems sent in are 
replied to at the earliest possible moment by ‘Domestic Engineering’’ and this department can be made more valuable if readere 
themselves will help the man who needs assistance. Read the questions and answers. If you have had similar problems, or know 
from experience how the faults can be remedied, do not hesitate to send in your comment or criticism. It will be some satisfaction 
to you to know that you have helped a fellow craftsman and a pleasure for us to pass on the data. “Every man owes some of 
his time to the upbuilding of the profession to which he belongs.” 














A DANGEROUS METHOD OF CONNECTING COLD not only get vou into serious trouble, but also may cause 
SUPPLY TO RANGE BOILER loss of life or damage to property, or both. 
This is how the trouble may occur. There is a bad 
Editor Domestic Engineering:” I have used the leak somewhere. The owner shuts off the water at a stop 
range boiler hookup shown in the accompanying sketch, and waste in cellar This drains the boiler and water 
Fig. 1, on several occasions, and it has proved satisfactory, back empty The fire is left burning in the range 
but I don’t see the necessity of using a cold water tube The water-back becomes red-hot. The cold supply is 
inside the boiler The cold water goes to the bottom turned on again while water-back is red-hot. The cold 
of the range boiler anyway, and the ordinary method of water rushes into the red-hot water-back. Then what 
making the connections has a tendency to lime up, not happens? The natural result is an explosion, which will 
only the tube inside the boiler, but also to choke up the damage the range and perhaps kill the cook. 
drain cocks, thus causing trouble when draining the boiler You don't want to run such a risk, we are sure. You 
This way the inrush of cold water always keeps the drain don't want to go through life with the knowledge that 
through vour defective plumbing methods somebody was 
< + - ’ walem la Jistlures killed, or even injured How would the case appeal to 
vou if your own wife or daughter was frying ham and 
eggs on that range when the water-back exploded? 
! Now we leave you to draw your own conclusions as to 
r+ whether or not vou should abandon the dangerous prac 
tice exhibited in Fig. 1, and do all your work the regular 
safe way-—that is, with the inner tube and vent hole 
at top 


REMEDY FOR SEPTIC TANK CLOGGING THE SOIL 


| 
| 
| 
; | tacge Editor, “Domestic Engineering’:~—-I am writing you for 
j information through your columns We have installed a 
| _ falter front , great many septic tanks, and in some of them, after a 
: few vears of service, the drainage tile clogs at the joints 
hop ¢ —; gan - ’ with a black residuum, interfering with the disposal of 
} effluent Some clog after two or three years’ use. Others 


<2 so far have given no trouble. Tanks are built after the 





| q Cornell College plan, and of concrete, usually 3 ft. deep, 
“Ps 5 + is £ eed ‘ ee by 6 ft. by 4 ft., with and without the baffle board The 
rai) COCA | black substance seems to render the surrounding soil 

impervious to water and so interferes with drainage 


—— i. ™ Would the use of advertised cleansing mediums interfere 
* - x waler sudpply 


4a —y——— ad 





with the tank? Or would drain pipe solvents have any 
Fig. 1 deterrent effect? Fig. 1 is a section through a_ typical 
tank Is it O. K.? 
cock free from sediment We would be glad to have New York A.B 
your opinion of this subject 
Illinois G. K. The clogging of the drainage tile joints with blacl 
Inatter appears to be due to an improper method of field 
Your method of connecting the cold supply to an ordi tile installation, the lack of a sewage siphon, perhap 
nary range boiler is not approved by us, as we consider it tank too small, and probably the nature of the soil The 
dangerous exact cause cannot be definitely determined at long rang 
Certainly it will supply cold water to the range boiler It requires a more intimate acquaintance with the existins 
as well as, or perhaps better than, an inner tube, as far conditions than we can obtain in a letter We can, how 
as actual working of the apparatus is concerned But ever, present some suggestions which will be more or I: 
there is an element of danger always present which may based on theory, 
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If the effluent tank 
cubsoil field tile and is not discharged by a sewage siphon 


from septic dribbles out to the 


or other intermittent means, 


This is due to the fact 


then the disposal field must 
that the 
tile does all the 


become clogged in time 
ground nearest the inlet end of the field 
absorbing work, or most of it. The ground at the more 
remote sections does not perform any work except when a 
flood of sewage comes sufficient in volume to reach these 
further parts of the field tile system. 

That constant drippage through the joints at inlet side 
keeps the ground around the joints wet. It does not get a 
Therefore, it cannot become properly 
field soil The 
tilting bracket, or 


chance to dry out. 


rested and aerated as disposal requires 


remedy is to install a sewage siphon or 


some other means of discharging the sewage at intervals 


in large doses. The dose should be sufficient in volume 


to entirely fill the whole subsoil system, or nearly so 
Then the system drains the liquid away uniformly And 
the whole ground has an opportunity to drain dry and 


aerate before the next dose is discharged 
That is the fundamental principle on which good reliable 


disposal fields work. But it is not all, for in addition to 


1, , * Urade- 


MarProle 
ee ary: — 
F TF ——re } oe ’ 
} 7 \ is Outlet 

















Seolie lank” 
Fig. 1 
between 


the short periods of time (perhaps 6 or 7 hours) 


doses, the field requires a larger rest It should rest a 
few months so as to thoroughly dry out the soil around 
the field tile and aerate. That long rest is accomplished 


fields delivers into 


one field, say, three months 


by having two disposal The siphon 
Then a gate is turned which 
shuts off that field and diverts the sewage into the other 
field, 


of septic 


That, in short, is the best arrangement for disposing 
tank 
referred to by 


effluent under ground It remedies the 


trouble our correspondent. The use of 


will not them would 


tank 


cleaning mediums help Many of 


rather hinder septic action as they are anti-septic 


in character. 


IMPROVING DOMESTIC HOT WATER SUPPLY WHERE 
COLL FAILS TO HEAT STORAGE TANK 


Editor, ‘Domestic Engineering” Fig. 1 is a sketch of 


a job done by one of our men which is not satisfactory 


There is sufficient hot water from this arrangement when 


the tank heater is running But when tank heater is 


not running, the coil does not heat the storage tank at all. 


Kindly publish a sketch in the Questions and Answers 


columns of your valuable magazine showing how this tank 


should be connected up to both the tank heater and coil, 


and give me your” suggestions on this subject 


The idea is to be able to heat the tank from either source, 


running separately or together 


Would changing the coil feed pipe as per dotted lines, 


remedy our trouble by giving a sufficient supply of hot 


water when tank heater is not running? Any advice you 


can furnish on this problem will be greatly appreciated 
by us. 
Philadelphia A Subscriber 
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According to the way the connections are made the 


coil should heat the tank down to the level of pipe A when 


the tank heater is not running, providing the coil and its 


circulating connections are clear and = not air-trapped 


anvwhere 


You do not state what kind of a coil this is, nor how 























the water is to be heated in it whether by gas, or steam, 
4 wtler pipe 
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or what We are, therefore, very much ‘at sea’ about 


this coil We should have been told about it as it 


apparently is the 


more 
main cause of the trouble 
the dotted 


that the 


Changing its supply connection, as shown by 


lines, will not help matters, unless it happens 


present pipe is air-trapped somewhere about B. The only 


thing to be gained by changing, as per dotted lines, is the 


heating of the tank to a greater depth by the coil 

We advise you to examine the coil for piteh Perhaps 
it is a horizontal coil and has sagged at one end as in 
Fig. 2 Here we show a four pipe coil which is enough to 
illustrate what we mean Note the dotted line They 
are dead level lines Also note that the entire coil has 


sagged at end A This creates an air-trap where shown 


Level lines 











If this air-trap enough to fill the whole of the 


ale ep 


diameter of the pipe at any part, then all circulation be 


and tank must be stopped The air will as 


shut off the 


tween coil 


effectually circulation as a closed valve on 


the line 


In such a case the remedy is to raise the end A of the 


coil and secure it firmly so it won't sag again In doing 


so, be sure that every pipe in the coil is either dead level 
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or pitching up toward the coil outlet This will permit rhe ence of the inner tube in a range boiler certainly 
air bubbles to escape from the coil up and into the storage dos affect the heating For instance, examine Fig. 1 
tank Put your level in all of the circulation piping When a hot water faucet is opened the cold water rush 
between coil and tank and see that the piping is all ing into the top of the boiler takes the shortest and easiest 
pitched in the right direction, that is upward toward the path to the hot water outlet as shown by the arrows 
tank If it pitches the other way it is wrong and must This means that it mixes with the hot water and so 
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be changed Fig. 3 shows what we mean and explain 
itself 
But even if the coil were working right and its connec Range boiler 





tions were pitched right, still we do not approve your ; J 
connections in general We believe they can be improved — - - —_ 
greatly by changing a hown in our sketch, Fig. 4 Fig. 1 
lho Suture “1 ? prevents water from being drawn as hot at the fixture 
Ile as it is in the boiler The inner tube delivers the cold 
| 4 ; ] water to the bottom of the boiler to prevent that trouble 
Nedacing +i{- 
, - CHa K Zu ae, 
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Fig. 4 





Here we show how the piping should be run and how 
the reductions should be made We do not know the 
capacity of your job so cannot say whether the iz 
shown are large enough or not. They are given principally 
to indicate relative sizes and which pipes should be largest 
We trust this sketch will help you 





ABSENCE OF RANGE BOILER INNER TUBS DORKS 
ARFRCT HEATING RESULTS 


Editor, “Domestic Engineering” Does the absence of 





a supply tube in a range boiler prevent it from getting 
hot? 
California J: @ Turn to Page 52! and Read the Answer 




















1.—Austin Munger opens plumbing business, 
Pasadena, Cal., 1897. 

Straw hats go. 

English, 1888. 

2 —Freaney Bros. get plumbing contract on In- 

diana National Bank, Indianapolis, 1896. 


Coal shortage compells many stills to shut down, 


1923. 


College pole vaulters now speak 


3.—Labor Day. District of Columbia Plumbing 
Inspector Chas. B. Ball recommends public 
comfort stations, 1899. 
France now controls everything in Ruhr except the 
situation, 1923. 
4.—-Central Supply Association organized, 1894. 
Combination necktie and penwiper invented, 1925. 
5.—W. M. Webster elected President Chicago 
Supply Association, 1899. 
French population in revolt when asked to eat 
French pastry, 1930. 
6.—W. B. Coffee, Tacoma, Wash., installs plumb- 
ing in new state capitol, 1901. 


A drug clerk says ‘“Thank you,” when a patron buys 
postage stamp, 1999. 


7.—H. Mueller, founder of H. Mueller Mfg. Co., 
starts in business at Decatur, Ill., 1857. 
Henry Ford learns that a tantrum is not an auto 
mobile, 1923. 
8.—Lake copper is 18'4c per pound in N. Y., 
1899. 
Microbes unable to live on Chicago school teachers’ 
salaries, 1922. 
9.—American Society of Heating & Ventilating 
Engineers organized, 1894. 
Now fashionable for women to press their faces 
against dogs—hot dogs, 1923. 
10.—-Total eclipse of sunshine, 1923. 
Total eclipse of moonshine (Date in doubt). 
11.—Zeppelins raid London, 1915. 
Sanitary plumbing originated when mustache cup 
is invented, 1788. 
12.—Theo. Ahrens, Jr., elected fifth president of 
Central Supply Association, at Milwaukee, 
1899. 
N.Y. preacher goes to pulpit in Los Angeles, estab 
lishing Ist long distance call, 1880. 
| 3.—"‘Lusitania’’ ends maiden voyage in 5 days, 54 
minutes, 1907. 
90 per cent of men in U. S. believe that chorus girls 
flirt, 1923. 
14.—President William McKinley dies in Buffalo, 
1901. 
Eve goes marketing and serpent says, “Yes, we have 
no bananas—but here's an apple,”’ Year O. 
15.—Ideal Boiler Co., Chicago, ships boiler to 
winter palace of Russian Czar, 1896 


Ku Klux Klan adopt “K-K-Katy” as official anthem, 
1923. 
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Domestic Engineering’s 
Calendar of Fact and Fancy 
SEPTEMBER 


By Albert W. Barker 





16.—First overland mail (pony express) left St. 
Louis, Mo., 1859. 
Society woman poses for newspaper photographer 
without crossing legs, 1929. 


17.—Constitution of U. S. written, 1787. 
Card player 
partner's ace, 1923. 


commits suicide after trumping 


18.—Jeremiah Sheehan, St. Louis, secures plumb 
ing contract for || stores and flats, 1898. 


Woman's love for dry goods and man’s love for wet 
goods break up a home, 1923. 


19.—First aviator to cross country with one stop, 
1918. 
Many people now double cross country and never 
stop, 1923. 


20.—James Meathe, N. A. M. P. president '95-°6 
dies in Detroit, 1899. 
Hen who never lays two eggs in same place goes 
crazy trying to hatch them all, 1923. 


21.-~James P. Marsh, Chicago, patents an air valve, 
1901 


A Cuban woman found who is as beautiful as 
pictures of her on cigar boxes, 1960. 


22.—McRae & Roberts Co., Detroit, incorporated 
with $125,000, 1894. 
Movie actor found who has not played in “The 


Birth of a Nation,” 1946. 


23.—First Day of Autumn. 


It has been discovered that all pop eyed men are 
not fathers, 1923. 


24.—Geo. H. Bailey, Pittsburgh, patents a way of 
uniting metal pipe, 1901. 
Medal to first milkman who did not leave morning 
milk in the sun, 1999. 
25.—Geo. F. Reeke revises plumbing code of Green 
Bay, Wis., 1898. 
Dough forms the beginning of the social and musical 


scale, Year 45. 


26.—Balboa discovers the Pacific ocean, 1531, and 
Pathé cameraman gets exclusive views. 


27.—Jas. E. Baggot becomes a member of Chicago 
M. P. A., 1898. 


4,000,000 wives vacations and 
“normalcy” is again in vogue, 1923. 


return from 


28.—Thos. O. Perry, Chicago, publishes book on 
“Temperature Regulation,” 1897. 
Fashion increases the size of women’s shoes, 2400. 
29.—-Congress establishes regular army of 840 men, 
1789. 
Ale ohol rubs bec ome a memory, 1922. 
30.—Oscar B. Mueller, Decatur, Ill., patents a 
service clamp, 1901. 


Riot in N. Y. cabaret when jazz band plays a waltz, 


1923. 
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SA'S 


A store in 


to a man who is engaged 
in the busing of manu 
facturing American man 
ufacturers of plumbing 
ood should be grateful 
to F. H. Love for the re 
mark he recently made to 
the effect that a bathroom 
abroad 


in some countrie 


j a place where service 
and artistic taste combine 
Whereas in America sery 


ice only is considered 


Everything in an Ameri 
can-made bathroom, says 


Mr. Love, is standardized 


Little Standardization 
in Foreign Countries 


Says F. H. Love 


in an Interview with 


Frank Wall 


Want to Please Their Own 
Tastes, and So They Pick Plumbing Fix- 
They Would Pick Furniture 


Foreigners 


fures as 





Manzanillo, Cuba, where plumbing coods as well as other kinds of goods are sold 


to get a satisfactory bath 
in a seventeen-inch tub 
EKuropean-made tubs are 
deeper and manufacturers 
there have educated the 
taste of their customers to 
prefer that style, whether 
rightly or wrongly is a 
point which doesn’t mat 
ter. 

It is also stated that 
the overflow drilling is 
much lower in an Ameri 
can-made tub than in one 
made abroad. This should 
be made higher, or, what 
is the same thing, the tub 
should be made two inches 
deeper 


There is alsoa tendency 


and the place looks like a hospital orderly room or a sani in America to make bathtubs shorter as to length, 
tary barber shop And fur as the present writer is another point on which prospective customers abroad 
concerned, after having in four countries abroad, raise objection The American-made tub is usually five 
there is something in his contention For smartness of feet over all, or four feet and six inches inside Foreign 


appearance and 
bathroom is 


these articles are de 


elling American plumbing goods abroad, it is the 
Viewpoint that must be given 


first aim of the exporter is 


there is anv way in 
be glad to know the how 


Leaving the subject of 


may be noted that the foreign importer of plumbing goods tory Hle 


complains that the 


for the liking of his 


tandardized efficiency the American-made 
unequalled anywhere in the world But, as 


igned 


the first consideration The lain or earthenware 
to please his customers, and if 
Which ‘ falls short he 


standardization for a while, it 


American-made bathtub is too shallow 


ustomers, 


and obtain 
show the possibilities for In what are classed as 
foreign some countries, 
common in modern 
will doubtles 


why of it with bath Mr 


merely states it 


impossible be 
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who say it is 


hotels 


ers prefer a tub that is six feet 


in 


Love is frank 


is 


Europe; not 


over all, and some require 
an over all length of six feet and six inches 
good jobs abroad, at any rate, in 
lavatories have double bowls, solid porce 


These double bowls are especialls 


only in the 


publie toilet rooms, as in America, but in the larger room 
to admit that it is difficult 
to raise a real argument in favor of the double-bowl] lava 
the custom abroad, whic! 
after all, is the strongest argument needed for the would 
American exporter of plumbing goods 
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BIG DEMAND FOR BIDETS 
NOTHER point where foreign and American prac 
tice differ is in the use of the bidet, which is used 

broad to an inconceivable extent. No bathroom in a house 
of any pretensions at all in Europe is complete without a 
hidet, and in good jobs in both Europe and South America 
there are just as many bidets as closets 

As English sanitary pottery still dominates the world 
outside of the United States and Canada, says Mr. Love 
closets are usually of English pottery, not siphonie, and 
used with a tank and with a lead flush pipe from tank to 
closet. The trap of the closet is usually exposed and 
projects out from the closet pedestal proper, and is so 
arranged that the joint between the soil pipe and the 
closet is two inches above the floor level, exposed to view 
In many foreign countries this is a plumbing requirement, 
o as to detect immediately any leakage from a broken 
joint 

Another difference in plumbing practice abroad is that 
various fixtures which have lost their popularity here are 
still manufactured and liked in other countries: notably 
sitz baths, foot baths, and so on It is also noted that 
outside of the United States there is very little demand 
for built-in bath work, because in many countries abroad 
plumbing fixtures are not an integral part of the building 
In some residences in Paris an apartment will contain a 
closet and possibly a wash basin, but nothing else The 
tenants themselves furnish the bathtub and any other 
plumbing fixtures they desire and carry them away when 
they move, along with their other household furniture 
Mr. Love recalls, in this connection, how he once rented a 
large furnished house in Switzerland and had to buy his 
own bathtubs and have them installed as part of the 
regular tenant’s furniture 


FOREIGNERS CHOOSE THEIR FINTURES 


ITH the exception of the tropies, shower baths 
are not nearly so well known abroad as in the 


United States, although their use is rapidly spreading 


The last five words in this sentence are the ones that 
will probably interest the American exporter most Some 
of the smaller hotels in Europe and other parts of the 
world do not install bathtubs at all, but build a block of 
cement and line it with wall tiles 

“Here is one point [| would like to impress particularly 
upon the would-be American exporter of plumbing goods,” 
said Mr. Love, in conclusion “The average householder 
abroad has no use for the standardized bathroom, which 
has been popularized to such an extent in this country 
He is usually an intense individualist, and he likes to 
choose each item of his bathroom fixtures separately, just 
as he chooses his furniture separately Even with the 
intensified standardization to which we have been edu 
cated here—not in all cases very willingly, perhaps— you 
Will rarely find any one who will buy a standardized bed 
room or a living room complete He or she or they will 
start with a suite of furniture and then a rug or linoleum, 
followed by pictures, window curtains, blinds, a clock, 
mantlepiece ornaments, and so on——all separate purchases 
That is what the foreign householder does with his 
bathroom 

“He not merely buys each fixture separately, but) in 
many cases he has them decorated to suit his individual 
fuste, It is largely a question in that connection of how 
much money he has to spend I have seen bath and basin 
faucets decorated with semi-precious stones, and all kinds 


vivid color schemes are used for the indexes instead of 
china buttons 

“Tl have seen bathrooms in Europe which were = real 
works of art unique in their way,” said Mr. Love. “There 


is one house | recall which had six bathrooms, every one 
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from the others, and all of them 


decorated with harmonizing tiles on the 
and the same color scheme was carried 
plumbing fixtures American exporters may 


he standardized bathroom for the 


although they are all individual 


have said—-but thev will never get the 


until they conform to the tastes 


sof the people concerned.” 


ENPRESS VERSUS IMPLIED WARRANTIES 


warranty of one thing in connection 


goods does not exelude the implied 


the law, unless thev are ex 


there is an ineonsisteney between 
specifically made by the seller and = the 
claimed by the buyer, or the former 
is to exclude the latter 
eontract lor the sale of goods words 
subject-matter are ordinarily to be 
warranty, a warranty of this char 
inconsistent therewith, exclude the 
the law, that the thing sold is pos 
defects rendering it inferior a to 


uited as to the purposes common. to 


deseribed tuto in such a case 


Warranty that the thing sold will 


of the buyer Court of Appeals 


United States Fuel Corporation 


Reporter, 218, 


simpler than simple \ black 
ehalk, and the epigrams printed 


morning, when you unlock the front 
door, take the piece of chalk and with it write one of the 
blackboard If the blackboard is’ in 
shop, where people can see it, they will stop 
epigram \nd when they top and 


wiously read into their minds the 


owns the blackboard That's all, 


eplgram one for every day in the 


Some folks take things as they 
come other grab them as 
they 2£o 

. ‘ * 

fetter to have loved and. lost 

than to doe sued for breach = of 


promise 


* * * 
Trains of thought often get 
sidetracked 
* * o 


If vou think the world owe 

vou a living, trv to colleet it 
. * * 

Some men are so mean they 
won't let their wives have the last 
word 

* * * 

The man who shakes your hand 

too much may pull your leg 
* * . 
Eve ate the apple because there 


were no tee cream Cones 








rivate Water Supply and Sewage 





Disposal Systems 


Regulations Governing Private Water Supply and Sewage 


Disposal Systems, With a Chapter on 


Pat 


oe y 


Don'ts for Plumbers’ 


t XI of ‘‘Model City Plumbing Code” 


By Frank R. King 


te I bing 1D Sanita 
PRIVATE WATER SUPPLY AND SEWAGE DISPOSAL 
SYSTEMS 
{ (a) Private Water Supplies. All private 
reafte constructed must be from a 
not contaminated and which can be pro 
natior All ipplis ubject 
tion b her « ontinued or made safe by 
or on with hypochlorite or other similar 
not dangerou to human life or a 
ot i rected by tl comm ioner of health 
bh) Private Water Supply Systems. All private watet 
ippl 1 rving plumbing and drainage installa 
ifficient capacit and me to provide 
| f f f maintaining the plumbing 
f t ‘ ditio No 1c} 
' Dy ol ft i well prin or other 
urce situats hin apparent danger of pullution 
(ec) Wells and Pumps. Pumps for dug well erving 
choo or other publie building must be placed on a 
r-tight t cement faced platform not I than 
feet in d I for drilled or driven point well 
1< t 1 than 4 by 4 feet 
r} platform must be placed at 1 t six in above 
e natural le dis nd graded up around same to 
ithin two inel of the top of the platform in uch 
! ‘ iter away from the 
nd well rt pump when placed over the well 
t be attached directl to tl well casing in drilled 
nd to tl platform in dug well in such manner a 
to insure a water-tight joint Pumps located in pits over 
the well or hin building mu have the intake or 
lelivery pipe extended into the well or spring that they 
‘ ne bece factor in the pollution of the water 
}) 
SEWAGE TREATMENT AND DISPOSAL PLANTS FOR 


RURAL BUILDINGS WHEN A PUBLIC SEWER IS 


NOT AVAILABLE 
ion 57 (a) Sewage Disposal Plants. Septic, bio 
cal or o t tment and disposal tanks may 
} iT P, 1 dw public sewerage system is 
ot ble on to become available within a reason 


ble time 


Permission to Construct..- Permission to construct 


“ngineer 


Wiscons ind of Health 


n State Be 


be 
plumbing 


the installed be 


inspector 


of to must 
the 


directed by him. 


and approval system 


tained from of or as 


(c) Materials, Capacity and Location,—-All tanks of th 


may be 


kind to receive domestic sewage must have one or mor 
compartments constructed of substantial water-tight nm 

terial The sewage from the building must be di 
charged into a treatment tank and thence by inverte 
outlet to a leaching compartment, drainage tile or filt: 
beds or into a permissible natural outlet, providing su: 
disposition does not cause a nuisance or other objection 


able conditions. 


The size of the tank must be based on the number ot 
persons using or occupying the building to be served ot 
volume and character or sewage to be treated 

The discharge of surface and rain water leaders and 
cistern and other overflow pipes carrying large amount 


of clear water into a septic, biological or other tank us¢ 


} 
1 


for the treatment of sewage is prohibited. 
No such treatment tank shall be located within 2 feet 
of any lot line or 10 feet of any cistern or 20 feet from 


any well, spring or other source of 
domestic 


hould be 


Section 


purposes, and where practicable greater distanc: 
provided. 
58 No 
be 


Prohibited, 
shall 


Cesspools 


other system for sewage disposal constructs 


where a 


sewer is available, nor shall any connection fron 


cesspool 0 


water supply used for 


! 
I 


d 


} 


1 


uch cesspool be made with house drain or sewer 

Cesspools now existing in premises accessible to a sews 
and cesspools that may hereafter become accessible to 
ewer, must be discontinued and when neccessary emptir 
of their contents and filled with earth or ashes, and the 
house sewer must be disconnected from the old cesspool! 
and be reconnected with the public sewer, 

DONT’S FOR PLUMBERS 

Don't make a flat bend 

Don’t say the plugs won't hold. 

Don't cover work before inspected 


Don’t forget to drift kinked pipes 
Don’t install 
Don't 
Don’t omit clean-outs where required by Code 


inefficient clean-outs 


try to repair a cracked fitting 


Don’t look for gas leaks with an open flame 


tees lower than the fixtures 


Don’t place vent 
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Don't construct work of under-weight materials 

Don't call for inspection until the work is ready 

on a hot water pipe. 


Don’t use a “stop and waste’’ 


Don't give pipes less pitch than the Code requires 
Don’t fail to comply with the requirements of this Code 
Don't forget to ream out burrs from wrought iron pipes 
Don't forget to make the overflow on the bathtub tight 
Don’t trim your wiped joints with a knife or cold chisel. 
Don't give 

spection, 
Don't forget to put in all water pipes so they will drain 
Don't fixture sup 


wrong house number when calling for in- 


fail to put up grounds for pipe and 
ports. 

Don’t try to calk a joint with a round-edged calking 
iron. 


Don’t let the marks of the bending spring show on the 


bend. 

Don’t let your solder run through to the inside of the 
pipe. 

Don't let the pipe protrude on the inside of a branch 
joint. 

Don’t use prohibited fittings in drain, soil and waste 
pipes. 


Don't neglect to cut clean, sharp threads and to make 
the joint in every respect in accordance with recognized 
standards. 

Don’t put more fixtures on a line of pipe than the Code 
allows. 

Don't forget to comply with all licensing requirements 

Don’t run 
through roof. 

Don't fail to support properly lead work piping for its 


vent lines less than four inches in diameter 


full length. 


Don't refuse to show your plumber’s license when such 

request is made. 
Don't be inditferent 

horizontal piping. 


Don't wait until after the inspector arrives to fill’ pipes 


about alignment in vertical and 


for testing. 
Don’t refuse to comply w ith local ordinances consistent 
with this Code 
Don't 
may serve as waste pipes except 


construct vent pipes in such manner that they 


where so permitted by 
this Code or local ordinance. 

Don’t depend on the supply and waste pipe to hold up 
a sink or wash basin. 

Don’t forget that traps 
to their water level. 

Don't think the inspector will ignore the Code because 


must be set true with respect 


you may have done so. 


Don't construct joints of material or workmanship not 
permitted by this Code. 

Don't fail to put substantial supports where needed on 
drains, soil and vent pipes. 

Don’t be indifferent about the setting of closet bowls or 


similar fixtures. 


Don’t forget to clean up your work and the premises 
when your job is completed. 
Don’t forget when you have completed your work to 


inspect it yourself and thus avoid trouble. 

Don't install a drainage system in such manner that it 
will contaminate drinking water supply by cross connec 
tions or otherwise, 

Don’t forget when repairing that a deep seal trap may 
be used if venting of the trap is impracticable. 

Don’t install prohibited or defective plumbing fixtures. 

Don't material 
forms with the requirements of this ordinance. 

Don't 
below windows, except when provided for in the Code. 


accept for stock or job unless it con- 
terminate soil, waste, vent and conductor pipes 


Don’t fail when giving estimates for plumbing to your 
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that exist 


in the old plumbing and drainage on the premises, for in 


customers to acquaint them with defects may 


so doing you may save yourself as well as your customer 


much future trouble, 
Don't install 


quirement prescribed bys tate law o1 


public toilet rooms contrary to the re 


local ordinances 


Don't be indifferent to the requirements prescribed in 


the performance of Public Comfort Station or Rest Room 


work 


Don't hesitate to offer well directed, constructive criti 


cism or practical recommendations 

Don't blame the ordinance, code, or specification for 
your shortcomings, such as indifference, lack of effort, or 
lack of ability or willingness to properly interpret) ot 
understand the purpose and intent of its various require 
ments 

Don't blame others because you lack in knowledge of 
essential plumbing fundamentals, safe water supply and 
sewage disposal requirements 


“Get Busy and Qualify 


(To be Continued) 


The Story of Sanitary Pottery 
in Pictures 





Shaping the Clay Into the Moulds 


After working all the air out of the clay by beating it with 
a heavy block into a slab of the proper thickness and area, 
the presser carefully works it into the mould with his hands. 
After the mould is filled with clay, it is set aside until the 


next day. In the meantime the plaster mould absorbs suffi- 
cient moisture from the clay to cause a slight contraction 
which permits the easy removal of the clay from the mould. 
It should be noted that a set of moulds cannot be filled 
more than once each day, the number of moulds available 


consequently limiting the number of pieces which can be 


made. 

Picture No. 9 will be published next week. 

Note: As soon as th rhe f pictures, showing the manu 
facture of pP sed ware, is finished, it will be followed by pictur 


i 


i] 
h Wing Ale 























NATIONAL ASSOCIATION OF BRASS MANUBRACTUR- STANDARD SANITARY MANUFACTURING COMPANYS 


ERS TO MEET IN CLEVELAND BUILDING IN BUFFALO 
Announcement } been made that the next general The Standard Sanitary Mfg. Co., of Pittsburgh, Pa., 
meeting of the National Association of Bra Manufactur has awarded a contract for the erection in Buffalo, N. Y 
er will be held on Thursday, September 13, at the Old of a combined office, recreation and storage building to 
Colony Club in t Hotel Cleveland, Cleveland, O The cost $60,000 
meetil Vill of Hoclo im ind several topics of i 
inusual importance will be brought up for discussion KALAMAZOO SANTTARY MANUFACTURING COMPANY 
during the ensuing session INCREASES SIZE OF PLANT 
[2 S. RADIATOR BRANCH OFFICER MOVING TO The Kalamazoo Sanitary Manufacturing Company will 
ST. PAUL, MINN. oon erect an addition, 500x275 ft., and at the same time 
install two large kilns at its plant in Kalamazoo, Mich 
The Minneapoli Minn., branch of the United State The cost of the completed improvements will be approxi 
Radiator Corporation, Detroit, Mich., will on January 1 mately $350,000 The addition will double the output 
1924, move from 901 South Washington avenue, Minne of the concern, giving it a production of 1,200 pieces 
apolis, to the Midway district of St. Paul, Minn of finished ware daily It will also mean an increase 
in the working force from 160 to 300 employes. E. V 


STANDARD SANITARY MFG. CO. ENLARGES FouN.  Prigham, vice-president and general manager, reports the 
DRY IN LOUISVILLE installation of overhead loading carriers, greatly facili 

tating the handling of both biscuit and glazed ware, as it 

The Standard Sanitary Mfg. Co., Bessemer building, @Dtirely eliminates trucking and greatly reduces the danger 
Pittsburgh, Pa., will commence the erection of the supe of breaking ware 


tructure for a one-story addition to its foundry on Shipp 


treet, Louisville, Ky The building will be 100x150 ft., AMERICAN RADIATOR COMPANY BUYS BUFFALO 
and will cost about $100,000 with equipment PLANT OF CURTISS AKROPLANE CO. 
JOSEPH H. SHAW ELECTED PRESIDENT OF PHOENIX The American Radiator Company, Buffalo, N. Y., has 
BRASS FOUNDRY acquired for a consideration of $755,000 the plant of the 
Curtiss Aeroplane Company on Elmwood avenue in But 
The Phoenix Pra Foundry, of Irvington, N. J., has talo It consists of seventy-nine acres of land and build 
just elected officer for the ensuing vear as follows ings totaling 1,300,000 sq. ft. of floor space. The new 
President Joseph H Shaw ecretary and. treasurer, owner will form a subsidiary company, to be known as 
Charles Donath The company’s New York office will the American Terminal Warehouse Corporation, which 
remain in charge of H. C. Soffer, of Brooklyn, and plans to lease out a portion of the plant to outside manu 
H. KR. Kuehner, of Camden, N. J... will) continue to facturing interest A portion of the plant will be used by 
eover Pennsylvania, Marvland and Washington, D. C., for the American Radiator Company for the manufacture of 
this concern heating equipment 


CHICAGO POTTERY COMPANY BULLDS 
PLANT ADDITION 





The Chicago Pottery Company has recently 


erected and completed a large addition to its 





plant at 1924-40 Clybourn avenue, Chicago 
Phe addition, which gives the company 125,000 
sq. ft. of floor space is of reinforced concrete 
construction, tireproof throughout, and is fitted 
with the latest equipment necessary for the pro 
duction of cast vitreous chinaware 1. 


aS, 


i 4 é 


Harker, secretary and assistant general man ti 
ager, states that with the addition of new equip 

ment production will be increased one hundred my 
and thirty-two per cent Careful attention has seane 
been given sanitary conditions and all modern gage 
facilities with showers have been provided for 





plant workers. The enlarged plant of the Chiengo Pottery Co, in Chicago 
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WESTERN TRADE GOLF ASSOCIATION TO MEET AT 
WESTWARD HO GOLF CLUB 


The next tournament of the Western Trade Golf Associa 
tion will be held at the Westward Ho Golf Club, Oak Park, 


lil., September 12. Luncheon and dinner will be served 
at the clubhouse. The usual qualifying round of nine 
holes will be played in the forenoon In the afternoon 
the eighteen holes for the association cup will be played 

Two ways of getting to the links are: By way of Wash 
ington boulevard to Oak Park avenue, north on Oak Park 


or Oak Park elevated to Ridgeland 


avenue and taxi to the club, a distance of about two miles 


avenue one-half mile; 


BRANCH FACTORY IN WORCESTER SOLD 
Steam Gauge & Valve Manufacturing 
Boston, Mass., has sold its branch factory, known 
Wor 


Co., of 


The American 
Co.; of 
Worcester branch, at 3 Grand street court, 
Mass., to the Schaeffer & 
York City, manufacturers of 


the 


as the 
cester, Budenberg Mfg 
New 
is understood 
$100,000, 


gauges and valves. It 


purchase price was approximately 


William D. 
of the American 
recently at 


Swan, for 37 years general superintendent 
Tube Mass., died 
his home in 


Company, of Boston, 


Swampscott, Mass., following a 


brief illness. He was born in Acton, Mass., Nov. 2, 1851, 
and spent the greater part of his life in Boston and had 
a residence in Allston. A son and a daughter survive 
him. 
WALWORTH MEG. CO."S ANNUAL OUTING 

More than 2,000 employes and executives of the Wal 
worth Manufacturing Co., of Boston, Mass., held their 
annual summer outing recently at Rainsford Island in 
Boston harbor, making the trip to and from the island 
in two specially chartered boats of the Nantasket Beach 


Steamboat Co., the Betty Alden and the Old Colony 
Howard Coonley, president of the company, who is also 
president of the Boston Chamber of Commerce, together 


with other executives of the company and members of 
their families, took part in the day’s program, which in- 
cluded various sports, water and land events and a big 


dinner at noontime, 


PERSONAL MENTION 
George A. Cunningham, president of the Never Split 
Seat Co., of Evansville, Ind., is spending two weeks at We 
quetonsing, Mich. 


A. E. Arrott, vice-president of the United States San- 


itary Mfg. Co., Pittsburgh, Pa., has been spending the 
Summer with his family at Maple Springs, N. Y. Mr. 
Arrott reports that he is enjoying good fishing in the 
many lakes in that vicinity. 

A. H. Cline, Jr., secretary and sales manager of the 


United States Sanitary Mfg. Co., Pittsburgh, Pa., spent a 
pleasant vacation at Chautauqua Lake, N. 
entire month of August. 


Y., during the 


George P. Jacobs, jobber of plumbing supplies in Brook- 
lyn, N. Y., is spending the summer months at Glen Cove, 
fe 

N. J. Higginbotham, president of Fred Adee Corpora- 
tion, New York City, is spending most of the late summer 
in the White Mountains at Franconia, N. 
and children, 


H., with his wife 


ENGINEERING 


50] 


W. R. Mead is now representing the Hoffman Specialty 
Co., of Waterbury, Conn., in southern Indiana, Ohio and 
northern Kentucky, with headquarters at Cincinnati, Ohio 

Ferd Eidman has been appointed sales representative 
for the C. F. Church Mfg. Co., of Holyoke, Mass He will 
make his headquarters in Baltimore, Md., aud will cover 
that city 

Stephen BP. Hackley, of Bridgeport) Brass Company 


Bridgeport, Conn., has been appointed manager of the 
plumbing sales department Hle has just returned from 
a business trip to Detroit, Chicago, Kalamazoo and Cleve 
land 

Isidor Goldstein, who is associated with his) mother 
Mrs. Fanny Goldstein, in the plumbing and heating sup 
ply business in Brooklyn, N. ¥ recently sustained pain 
ful injuries in an automobile accident while on his way 
home from Albany, N. Y Nothing serious has resulted 
beyond a three weeks’ loss of time, during which he was 


contined to his home 


Glen W. Christopher, who has been with the Young 


town Sheet & Tube Co., of Youngstown, Ohio, for tifteen 


vears and for the last six years in the 
the the 


days for 


sales department « 


Chicago branch of company, will leave in a few 


Pittsburgh, where he will be district sales man 


ager. Mr. Christopher has recently been busy attending 
dinners given in his honor, one of which was held at the 
Auditorium hotel last Thursday evening This dinner was 
arranged by his numerous friends and was attended by a 


number of members of the Western Trade Golf Association 


Gilbert Balkam, of Quincey 


Mass., has become associated 
with the Stack Heater Com 
pany of Boston, Mass., as 


sales manager Mr. Balkam 
was formerly connected with 
the Milling 
Machine Hivde 


Later he was 


sJecker-Brainard 

Company, of 
Mass. 
the 
Corporation, Ltd 


Park, 


with Pneumatic Scale 


,of Norfolk 


Downs, Mass., as secretary 


sales and advertising 


and 





manager. 


John Bunn, superintendent 


Gilbert Balkam 


of foundries of the United 

States Sanitary Mfg. Co., Pittsburgh, Pa., recently spent 
several days in New York While on an extended motor 
trip with his wife and family Mr. and Mr Bunn, who 
live in Monaca, Pa., visited Philadelphia and Atlantie 
City on their way to New York and returned home by way 


of Albany, Falls 


Trade Literature 


catalogues, booklets and 


Buffalo and Niagara 


Here are mentioned each week the newest 
felders that are of value to the trade. Copies may be had by writing the 
different companies. Or write ‘Domestic Engineering’ on your letter 
head, listing the items you are interested in, and we will ask manufacturers 
to mail copies to you. 


The Watchman of the Coal Pile 
“The Watchman of the Coal Pile— More Heat from 
Less Coal,” is the title of a sixteen-page illustrated booklet 


recently the Hoffman 


“Are Your 


issued by Specialty Company, In 


Waterbury, Conn Radiators Wilful Waster 


queries this 


pamphlet, which explains in a non-technical 
manner the way in which inefficient radiators occasion 
much waste of coal The operation of the Hoffman air 
valve designed to prevent this waste is described and 


Controlled Heat’ is 


issued by this 


illustrated by diagrams “Hoffman 


a twenty-seven page pamphlet, also recently 
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eompan I booklet also make if appeal to the con 
umer. The lvant of parate ntrol of each radiator 
I mp ized 
jarcham & Saunders’ Price Guide 

Bareham & aunder of Rochester, N.Y have just 
issued a leaflet concerning their Price Guide This guide 
contains a dule of lling pr by don a compila 
tion of costs of several plu ing busin Price revision 

et re issued as char oceul pl and in 1922 
73 revision sheets wer ent out In 1923, up to July 23 
his pa wer revi d 

Globe Ventilators 


The Globe Ventilator Co., of Troy, N Y., ha issued 


thirty-two page booklet explaining the Globe Ventilators. 
Fable are given howing izes, dimension capacities, 
veight of material ete The booklet contains many 
illustration of barns, factories, school churches and 
theatre it tl entilators are used 


Utica Goods 


The Utica Valve and Fixture Company, of Utica, N. Y 
ias issued a xty-two page catalog listing, among other 
things, it ‘lobe and angle valve compression bibbs, boiler 
drain cock gas fixture fittings, ete. Many illustrations 


are given 


Iron Plumbing Specialties 


Greenwood Mf Co., of Detroit, Mich., has issued an 
irchites pp ent to No. 21 Catalog The supplement 
consists of twenty-three page and contains illustration 
and descriptions of Boo iron plumbing pecialti 
uch a Closet) bend combination = fitting tees, bath 
traps, et 

Homes of Comfort 

Crane Co of Chicago, ha issued a booklet of 118 
page entitled Home of Comfort.” Thi booklet is 
designed to furnish uggestion for prospective home 
builders as to the proper fixtures to install. An interesting 
feature is the section devoted to illustrations and descrip 
tions of complete bathroom installations Various decora 
tive schemes are suggested Pedestal lavatories, dressing 


tables, mirror tubs and other fixtures are illustrated. 
Fitting Bin Boxes 
“Tdeal Fitting Bins for Plumbers” is the title of a four 
page cireular issued by the Haddon Bin Label Co., of 
Haddon Height N. J., illustrating and describing bin 


diagrams show dimensions 


build 
Ruud Water Heaters 
Manufacturing 


hoxe for plumber Several 


of the bins and how plumbers can them 


Company, of Pittsburgh, Pa 
fand 5 
and 


The Ruud 
Bulletins No. 1, 2, 3, 
architects 


has issued These are sheets 
conform to the 
Architect 


, and tank 


furnished for the files of 


ize recommended by the American Institute of 


Automatic water heaters tem water 


Model 
voted to 


heaters are described pecifications are given and 


everal page are de diagrams showing typical 


installation 


Temperature Regulator 
I 7 


The Fulton Company, of Knoxville, Tenn., has issued a 
circular describing its temperature regulators for con- 
trolling to a definite degree liquids or air in dry kiins, 
cold storage room feed water heaters, ete \ diagram 
howing the parts of the regulator, and illustrations of 


installations, are given 


“Creating a Crop of New Buyers” 
Crop of New Buyers” is recently 
Manville, Ine., of New York City, contain 
ing sixteen pages, 11 by 14 The 


advertising of this 


“Creating a a pamphlet 


Issue d by John 5 


inches pamphlet repro 


duces pages used in the national com- 


pany, and shows newspaper plates which are prepared for 


use in local papers Pockets on the front and back covers 


contain small booklets, “How to Sell and Apply Improved 
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Asbestocel Insulation,” 
Coal Pile,” 


‘“‘More Horsepower from America’s 
and other circulars. 

Hose Connections and Roof Flanges 
The H. E. Hessler Co., of Syracuse, N. Y., 
two folders, describing illustrating its 
plumbers’ adjustable roof flanges, and the other explaining 
the Hessler Perfect 


has just 


issued one and 


hose connections. 








Twenty Years Ago in 
“Domestic Engineering’’ 


September 5, 1903 














Plumbing Ordinance.— After many months of agitaiton 
Duluth, Minn., will have a plumbing ordinance, 

Fleck Bros., of Philadelphia, have 
shipments to California, mostly to Los 


Sanitary California. 
been making large 
Angeles. 

Pipe and Tube Trade Flourishes.-—-For the first time in 
two years one department of the National Tube Company 
has been placed on double turn. 

Big Strike. 
the building crafts of Pittsburgh are idle as a result of a 
strike which began last Monday. 


Twenty thousand mechanics connected with 


Manhattan Plumbers’ Outing.---The annual outing of the 
Manhattan Master Plumbers was held Wednesday, August 
26, at Lohbauer’s Park, Pelham Bay. 

‘Tis True of Prohibition, Too.—-You can make any kind 
but 


by public sentiment they cannot be enforced. 


of laws-—plumbing laws, for instance unless backed 


No Sewerage There.-—Culican, Mexico, a city of 15,000, 
think 
some enterprising engineer might get them interested 
Frank W. Hubbard, of W. B. Hub 
and A. H. Emery, of the Hamlin & Emery 
Brass Co., both of Boston, are fishing in the Maine woods 
Wooden The health 
missioner of is considering the abolition of 


has no sewers It is the seat of a college, and we 
On a Fishing Trip. 


bard & Sons Co., 


Laundry Trays Unsanitary. 
Buffalo, N. Y., 


com 


wooden laundry trays because they are unsanitary, he 
claims. 
Contracting Plumbers Organize. The Contracting 


Plumbers’ Association of New York, members of any mas 


ter plumbers’ organization in the district being eligible, 
has been organized. 
Cost of the New York Building Strike.—The strike in 
the building trades in New York City has lasted thirteen 
the have 


per week, a total of $39,000,000, in wages. 


weeks so far, and workingmen lost $3,000,000 


Plumbers Start Serious Strike. 


at St. 


All building operations 
standstill. The 
plumbers started the trouble by going on a strike, which 


Joseph, Mo., are practically at a 
has grown to such proportions that fully 5,000 workmen 
are affected. 

Differences Adjusted.— Masters and journeymen of San 
Francisco have compromised on a daily wage of $5, begin- 
ning the first of the year. 
the master plumbers have been organized there has nevel 


During the twenty years that 


been a strike or lockout in San Francisco. 

What a Water Main Did. 
in Elm street, New York City, opposite the Crimina! courts 
building, broke and flooded the subway August 28, from 
Worth to Grand streets, twelve feet deep. It 
the flow was checked. 
the open pipe at a pressure of sixty pounds per square 
inch. it looked as if the 
Criminal courts building would be undermined. 


A thirty-six inch water main 


was hours 


before Water was spouting from 


For a time foundations of the 








ust 


ing 


on 


408 


in 


ny 

















’ 
md metal re ports are corres ted by wire up t lhurs 


day morning of each week 
STEEL AND IRON 


New York, September 6.—-The market for steel plates 
and shapes is reported as firm at 21% cents a pound base 
Pittsburgh, and this is evidently the lowest price quoted 
the Standard Oil Company of New Jersey on its inquiry for 
9.000 tons of the former and 1,000 tons of the latter for 
thirty oil storage tanks of 80,000 barrel capacity, for it 
has reissued the inquiry, with the admonition that the 
business will not be placed unless a lower price than this 
can be obtained. But those in the trade who should know, 
predict that the price will not be lowered. 
unusually heavy demand for plates for oil tanks, and one 


There is an 


producer in Chicago reports inquiries for various fields 
aggregating 50,000 tons. Bids for nineteen barges requir 
ing 2,500 tons of plates will be opened September 11 at 
the United States Engineers’ office at Louisville, Ky. 
Plates can be obtained in Chicago for delivery within 
ninety days at 2.60 cents a pound, and sometimes earlier, 
but the leading independent in that district continues to 
hold for 2.80 cents. But 246 cents seems to be the abso 
lute minimum on structural steel. 
Pig Tron 

The pig iron market broke in May and continued to 
decline until what appears to be the bottom was reached 
a few weeks ago. For almost two months now basic has 
stuck at $25 valley, and for several weeks, foundry has 
been quotable at from $25 to $26 valley by all but a single 
furnace, which has been shading the lower price of this 
range Malleable is also quotable at these prices. The 
extent to which piling has been going on is reflected in 
the fact that stocks on furnace banks in eastern Pennsyl- 
vania, Buffalo and Birmingham districts aggregate ap- 
proximately 300,000 tons. The Sloss-Sheffield Steel & Iron 
Company has blown out two stacks, and others elsewhere 
are expected to suspend in the near future. The iron 
markets in the East and South are relatively quiet, but 
northern Ohio stacks sold 100,000 tons in August and 
about 130,000 tons were sold in Chicago in August, as 
against $0,000 in July. Quotations are f, o. b. furnace 
per gross ton. 
Foundry No. 2, plain 

Eastern Pa ee 

UMD ws en Gwe wn 





24.75 @ 
Clete oo. a 24.00 @ 25.00 
NINN oa ig oe ous a gig Bah twat Rata fe 27.00 a 28.00 
Basic 
oe ee ere iisbhiuve anes @& 25.50 


Copper 
The copper market in its dullness seems to have settled 
af 135. cents a pound for electrolytic delivered on a very 
‘mall amount of trading, as further sales were reflected at 
this quotation yesterday. It is stated that at least two or 
three of the large producers are now willing to sell at this 
low level, but most of them are asking from 13% cents 


to 14 


14 cents and some have withdrawn from the market 
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American Steel & Wire 


entirely It i 


reported that the 


Company has taken th 


advantage of the low market and 


purchased OOO O00 pounds and intends to buy more 
Other consumers are beginning to show interest by way 
of inquiry, but so far actual business has been anvthing 
but satisfactory 
Tin 

The buying movement of American tin consumer ub 
sided, last week, the upward movement in) prices caused 
by the active demand came to an end and a reaction set in 
Prices dropped about % cent a“ pound on Stratt and 


market closed at from 


Straits shipments in the domesti 
103 cents to 404. cents a pound. The market was dull 
and featureless 
Lead 

An acute shortage of lead for prompt delivery in the 
New York market is in evidence and sales at 7.20 cent 
are reported, but the leading interest has not vet raised 
its quotation of 6%, cents a pound The St. Louis market 
is quotable at from 6.65 cents to 6.75 cent Imports of 
lead through the port of New York in August totaled 
3,950 tons 

Zine 

The zine market still holds at 6.40 cents to 6.45 cents a 
pound and producer how no inclination to shade their 
price as it represent too closely the cost of production 
Other producers still show an inclination to buy offering 
at as low as 6.40 cent Exports of zine through the port 
of New York in August totaled 322 ton 

Other Metals 

Quotations on other metals in New York are as follows: 
Aluminum in 50-ton lots, 99% and purer.......... 

ee Pe are ‘ 26.00 cents per Ib 
Antimony, Chinese brand 7.50 cents per Ib 

New York Old Metal Market 


The following prices are current for old metals: 


Buying Selling 
Copper, crucible . 11% to 12 cents 12% cents 
Copper, uncrucibled wire. 11 to 111% cent 11% cent 
Copper, light 9%, to 10 cents 101% cent 
Light brass 1%to Hweents . (j cents 
Old sheet aluminum 15 to 16 cent ; 17 cent 
Aluminum clippings 17% to1S\% cent 19 cents 
Mixed babbitt .... 51% to 5% cent 6 cent 
Brass, heavy, mixed 6 to 614 cent 6% cent 
Lead, heavy ... 6 to 614 cent 6% cent 
Tea lead ee ft}. to 41% cent 14 cent 
Cocks and faucets . x to S14, cents 9 cents 
Solder joints ..... 7 to 7% cents § cents 
Zine, old serap H to 41% cent 1% cent 
Block tin pipe 33 to 35 cent 6 cent 


Chicago Old Metal Market 
The following are the current prices for old metals: 


Buying Selling 
Crucible copper i] to 1146 cent 12 cent 
Heavy copper and wire.10% toll 4 cent 11% cent 
Light copper : ; 9% to 10 cent 101% cent 
Eo” ee . &8%to 9 cents 91% cents 
Heavy yellow brass.... 6 to 6% cents (; cents 
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Heavy lead ) to 5% cents 5% cents 
i lead fi. to 414 cent 1%, cents 
Light brass »lgto 6 cents 6% cents 
Block tin pipe to 35 cents aD cents 
Solder joints 7 to 7% cents 8 cents 
(ast alum in 1 told cent 18 cents 
\lun in Dy to 20 nt 21 cent 
IN THE CHICAGO SUPPLY MARKET 
Chi vo ber ¢ \ rece i {f the two 
pposing | ‘ ling tl market b 1 man 
promit nter ting and instructiv He 
I x enced lean years of 1S 1893 
190 ind | a thought they aw good re on for 
ving A i to more lean periods following 
h | | ind inflation of 1922-192 We cannot 
I Vell | I but th do not realize that we 
I onst I ! trail ind that we cannot 
bye pr ler ind histo Hard times 
t! i en talked about durir the last few months 
nd \ I ! mifident kpeeted till fail to put in 
! ppearane But oO of the characteristics of the 
new iil ire blazing are a better monetary system, 
better knowled of busi: ind ile tendenc on the 
part of or nora group of en to ‘hog the whole show’ 
tt xp of tl trad We know better how and 
Oo pu n tl brakes in busine and we are Betting 
i mp of th wi i of the golden rule in) business 
dsm neert ire experimenting with it every day, 
rath tin true, trving to see if it can be made 
>w k witl lisuster » themselve 
r) I t it busine now hows a healthier 
al ! I a ‘ time Thi doe not nean that 
| In fact, it has been falling off to a 
yt t Ktent pared with earlier month of the year, 
t it is a mor itisfactory busine and a more profitable 
! ne than w i known for some time I do not 
nk we « now be guided by old experience We are 
ona new ti nd ar orkir under conditions we have 
! ! Xper 1 befor I can ee nothing but good 
busine thead fort t il If we go through 1924 with 
busine i ood as it now, or even a little less, [| think 
‘ hould ird it as one of the big steps upward in 
plumbing and heatit If this prediction come true we 
hould ney igain be afraid of panics and depression 
ind if we Vise om of these bugaboos of the trade 
ll] become a dead i it 
Take thi iy ind do not worry about the future of 
the market pecialize in good quality, correct style, good 
ortment prices and service, and the future of the 
irket vil ‘ ire aid another man in the trade 
centl He continued, addressing the writer ‘It is all 
right to stud Babson, to conduct your researches and 
to try to an what effect the changing conditions may 
have upon our market, but the good craftsman, manufac 
irer o1 d in is tl ol who make money in bad 
time it wel in good because he cuts the garment ac 
cording to the cloth 
Another comment by a man high up in the trade is 
of course busine j not what it should be and as a 
matter of fact, it never i We have a lot of shortcomings, 
but has ar other nation ever offered the opportunities 
for busine that the United State offers today 
Soil Pipe 
Even with the advance of 5 points in soil pipe last week 
manufacturer are not anxious for business In fact, 
they are discouraging new business instead of going after 
it Neither do they have much trouble in turning down 
business as the demand is not very strong This uncer 
tainty in the oil pipe business is likely to continue so 
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long as a concern can step into the soil pipe business w 
an investment of a thousand dollars capital 

Steel Pipe 
Mill 


coming 


are still producing to capacity. Deliveries are 

to month, although 
great 
manufacturers for delivery of old orders, but 


more satisfactory from month 


the improvement is slight. There is still a deal of 


pressure on 


present buying is moderate compared with a few months 
ago. Orders these days are usually for smaller quantities 
than heretofore and are accompanied by urgent requests 
for early delivery 
Wrought Tron Pipe 

Prices of wrought iron pipe remain steady Consider 
able business has been done by manufacturers during the 
last week There has also been a healthy demand upon 
jobbers’ stocks, which are in fair condition, and there is 
little complaint about delivery from the manufacturer 

Enameled Ware 
The production is improving from week to week, as 


Fall approaches, although manufacturers still have a very 


large amount of business on their books. Deliveries still 
vary from four to twelve weeks, according to the character 
of the order Certain types of fixtures still require from 


three to four months for delivery. Lavatories, apron sinks, 
and built-in tubs are the most difficult to get. 


Pottery 


Conditions continue to improve and it is rumored that 
encouraging announcements by some leading potters will 
be made in the near future, 

Range Boilers 

The demand is brisk, naturally on account of the sea 
son Some manufacturers are doing more business than 
they expected to do. Prices are firm but there are intima 


tions of a decline in various parts of the country. Prices 


hold up well in the Chicago district, however, and there is 
nothing here to indicate that there would be a decline 
very soon 


Plumbers’ Brass Goods 


Manufacturers and jobbers are doing a fair amount of 


business from week to week. A brass goods salesman 


aid a few days ago, “A healthy market is one where you 
have to go out after business and can get it by going 
after it.” If this be true, then the market in plumbers’ 
brass goods is in a healthy condition. Rumors of a low 
ering of some prices are still heard, 
Boilers and Radiators 
The seasonal demand is on. Interviews with a good 


radiator manufacturers reflect a confidence 
“The 


said 


many boiler and 
which is gradually increasing 


but it market,” 


in business generally 


demand is not feverish is a healthy 


one man prominent in this line. The feeling prevails, how 
ever, that when the rush season is over, there may be a 
cut in. prices 
IN THE NEW YORK SUPPLY MARKET 
New York, N. Y., September 6, 1923.—-No great amount 


of business is being transacted as yet. It is generally felt, 
however, that the turning point has been reached and that 
the dull months just past are to be succeeded by a fairly 


active autumn Prices in general are stiffening as the Fall 
approaches 

Soil Pipe 
since the preceding issu 


Soil has made no change 


pipe 
\ll foundries but one large southern concern are operating 
the 
is expected to follow shortly when its stocks are leveled 
that the 
regarding prices has been lessened, manufacturers report 
that the jobber is rather 


slow but steady and deliveries are satisfactory. 


on new price level recently announced This foundry 


Jobbers’ stocks are light and now uncertainty 


business is good. Demand on 
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Steel Pipe 
lemand continues heavy, both on the manufacturer and 
iobber. It is mainly for back orders, though there is 
enough new business coming in to make it impossible to 
overcome the shortage. Deliveries show little improve 
ment and jobbers’ stocks are in no better condition. 
Wrought Tron Pipe 
Jobbers are well stocked on wrought iron pipe and 
report that there is a fair demand Mills can make deliv 
eries in good time. Prices remain firm. 
Enameled Ware 
The weeks bring nothing encouraging to report on the 
enameled ware shortage Jobbers only shake their heads 
when asked if relief is in sight. 
Pottery 
Opinion is divided on the seriousness of the pottery 
shortage. Some jobbers and manufacturers’ representa 
tives take the stand that an industry that was handicapped 
for nearly a year cannot recover at once However, 
the general feeling is one of cheerfulness Potteries are 
working to capacity. tack orders can be called well in 
hand, and there is not so much new business as there has 
been. Heavier demand is predicted in the next few weeks, 
however. Prices are firm. 
Range Boilers 
The price of range boilers has not changed. The de 
mand is fair, the supply is adequate and prices are firm 
Plumbers’ Brass Goods 
As weeks go on, it begins to appear as though the talk 
of lower prices is mainly conjecture and is based largely 
on desire on the part of buyers. Jobbers, however, still 
feel that prices are weak in this territory, but talks with 
various manufacturers’ representatives would indicate that 
there are things that can also be said on the other side as 
well, One of these men explained that his factories report 
good business and many back orders in other sections of 
the country and that the lack of new business in New York 
is no cause for concern. Because prices of plumbers’ brass 
goods have refused to go down in the face of orders that 
are confined to immediate requirements only, and because 
the time seems close when jobbers will again enter the 
market for stock buying, prices now appear. steadier 
There is a steady demand on the jobber and deliveries 
are good. 
Boilers and Radiators 
One firm announces that the new price schedule effective 
September 1 was responsible for a week of heavy orders 
Other firms are so far behind on shipments that they do not 


want new orders. 
IN THE PHILADELPHIA SUPPLY MARKET 


Philadelphia, September 6 The spotty demand that 
existed last week has given way to a steady improvement 
and seems to be slowly gaining in volume 

Manufacturers continue to report that it is next to im 
possible to catch up with the demand in some commodities. 
Jobbers are still unable to keep their stocks up to an 
efficient working condition and there seems to be little 
chance for immediate improvement 

Plumbing dealers and heating contractors report that 
they have plenty of business on their books, and they have 
noticed an increase for the last few weeks. 

Soil Pipe 

The soil pipe market has not changed much since our 
last issue Prices seem to be firmer and it is rumored 
that the war among the northern and southern foundries 
is over. The majority of the foundries have soil pipe for 
immediate delivery and are accepting orders only for im 
mediate shipment. Soil pipe fittings, however, are not so 
plentiful and continue in heavy demand. 
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Steel Pipe 

No announcements have been issued from the pipe mills 
that would indicate any change in the situation that has 
existed for some time past Jobbers’ stocks are very low 
and shipments are still coming through late. Three-quarter 
and one-inch black pipe are the sizes that Philadelphia 
territory is suffering for. The situation is becoming acute, 
and unless substantial shipments are received soon jobbers’ 
stocks are likely to become very low The price remains 
unchanged 

Wrought Tron Pipe 

No change in price has been announced. The demand 
continues about the same as last week, with jobbers’ 
stocks not evenly balanced and low 

Enameled Ware 

The demand for enameled ware continues with = the 
jobbers’ stocks low and unevenly balanced There has 
been no change in price announced from the manufactur 
ers, and until such a time as they are able to cateh up 
to the demand, it is not probable that there will) be 
Deliveries continue to arrive far behind schedule and 
the manufacturers can give no promise of improvement 
in the near future 

Plumbers’ Brass Goods 

The demand continues active for tubular products and 
plumbers’ brass goods Several announcements of reduc 
tions in prices have been received this week, which were 
expected Jobbers’ stocks appear to be in good shape in 
all cases \ reduction of 245 per cent has been announced 
on brass fittings by one concern 

Pottery 

Pottery has once again taken its place among the job 
bers’ stocks and a surplus can be noted here and there, 
not large, but enough to convince us that the potteries are 
making progress Deliveries, however, were not as plen 
tiful this week as they have been in the last two or three 
weeks, but it is thought that this is only a temporary 
condition No change in price has been announced this 
week 

Range Boilers 

The demand for range boilers continues to lessen, with 

deliveries coming in on schedule Prices remain firm 
Boilers and Radiation 

The usual seasonal demand has at last started with 
uch speed that one manufacturer reports deliveries from 
the plant sixty days behind schedule The new. price 
schedule went into effect as of September 1, but) there 
have been no other price change Warehouses contain 


sufficient boiler stocks tor immediate delivery 
IN THE BOSTON SUPPLY MARKET 


Boston, September 6 All reports indicate that the Fall 
trade will result in a good volume of business Manufac 
turers as well as jobbers report a steady increase in busi 
ness and all indications point to its continuance With 
the decreased production due to the introduction of the 
eight hour day in the steel mills, some express the opinion 
that some price advances are not improbable 

The heavy tonnage now being handled by railroads to 
gether with embargoes, which will no doubt be put into 
effect in the near future in order that food produets and 
coal may be brought into this territory, will probably result 
in a tie-up in shipments with deliveries such as were ex 
perienced last winter It is being impressed upon. the 
minds of buyers, that requirements should be anticipated 
in order to avoid delay 

Soil Pipe 

Stocks in hands of jobbers are fairly well assorted and 
sufficient in quantity to take care of the demand The 
recent advance caused a buying flurry, but most of the 
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orders were placed for immediate requirements rather than 
for stock Jobber : a rule, are bought up for the Fall 
nd if shipments come through in regular time there will 
be enough for all need Embargoes are feared, however 
ind unless there is a letup in busine embargoe ma 
cause a shortage of soil pipe later. Prices are steady with 
predictions of an increase rather than a decline 
Steel Pipe 

An improvement in receipts is reported for the past 
wee Demand is heavy for dir us nd tl hort 
age reported for several weeks cannot be overcome during 
the balance of the year unle ome miracle happens. Mills 
are doing all that is possible to hasten production but 


vith the eight amount 


pe riod must be cur 
produce a 


quantit idditional buildings and equipm 


required 


Wrought Tron Pipe 


All reports indicate that there is a sufficient amount of 


roucht and or in tri 


ron pelge on hi 


he demand No price change ha been announced, al 


Pottery 


A gradual improvement in this commodity is reported 
Price have not changed, although some of those. who 
were asking exorbitant prices during the shortage, have 
made reduction Shipments into this market are increas 
ng steadily, although there i till a shortage of the better 
grades of siphon jets and some lavatories 

Range Boilers 

A plentiful stock is in hands of jobber No price 
change has been announced, although it is rumored that 
if price of sheets advance as is expected, there will be 
i change in an upward direction 

Plumbers’ Brass Goods 
Stocks in hands of jobbers are in very good shape 


’rices are reasonably firm, although some shading is be 


Demand is good and as prices 


tent 


ing done on quantity lot 


are felt to be as low a l with good business, 


consi 
done 

the 
hampered by 


take 


been 
that 


more buying i wing done at sent than has 


pre 
being reminded 
likely to be 
decline 


for wee] Buyer are 
Fall 


embargo It is felt 


ome 
Winter seasons are 
that if any 
slight 

Enameled Ware 


and 
price does 


place it will be very 
Many of the 


almost 


The continues 


iobbers are 


hortage of this product 


tocks 


warehouses are 
the 
manufacturers or 
the 


hard to obtain. 


wapping and 
The 


little 


very active demand through entire 


again 
left 


empty 
job 
that 
This con 
for the 


vear has opportunity for 


accumulate a working stock, with result 


the 


bers to 


everal of leading items are 


dition will continue, so far as can be determined, 


balance of the year and it would be well, when estimating, 


can be obtained, before con 


that 


to inquire first as to what 


tracting to deliver something will not be delivered 


for months 
Boilers and Radiators 


will be felt for 
all 


rule, 


radiation continues and 
The 
further shortage 
short 


work 


The 


ome 


shortage of 


time to come demand is very active and 


indications point to a Boilers, as a 
can be furnished within but radia 
back the With the 


threat of embargoes in view, the situation is not promising, 


a reasonably time, 


tion is holding completion of 


although every effort is being made by manufacturers to 


hasten production 


The town of Framingham, Mass., is planning a sewerage 


system to cost approximately $300,000. 
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IN THE PACIFIC COAST SUPPLY MARKET 

San Francisco, Calif., September 6 Considering the 
time of the vear, business held up very well last month. 
The trade, however, has not entirely recovered from its 
pirit of pessimism, notwithstanding the fact that most of 
the shops are handling plenty of work and also that new 
vork continually coming up, and buyers, as a rule, are 
holding off expecting a general decline. Upon what the 
base this expectation is hard to discover. <An indication 
of the way in which the Pacific Coast business generally i 
holding up and what may be expected in the future, i 
the announcement made by the Southern Pacific Com 
pany this week of its intention to spend $50,000,000 in 


the Coast, a by 


construction. 


tem of railroad to 
Will be mucl 


Soil Pipe 


improving it S\ 


product of which building 


The advance on soil pipe this week by the manufactur 
ers, Which was followed by advances in coast selling prices, 
brought out several large inquiries and has had the ex 
pected effect of strengthening prices on other plumbing 
material 

Steel Pipe 

The demand for this product is as active as ever. Mill 
hipments have slowed up considerably and jobbers’ stocks 
are again becoming short on staple sizes. Prices conse 
quently are firm. 

Enameled Ware 

This commodity is still in good demand, but the trade 
eems to feel that it is due for a decline. Manufacturers, 
however, do not seem to be of this opinion and are not 
taking any action toward what would indicate a decline 


in their prices The cost of this ware to the jobber, on 


account of the advance in water freight rates on August 
1, advanced five per cent This advance in cost has not 
as yet been reflected in the jobbers’ selling prices, but as 
soon as stocks are received by jobbers paying the advanced 
prices, it will only be a question of time before this ad 
vance is passed on to the trade generally, particularly on 
uch items as are sold on a close margin of profit. 
Pottery 

The demand for this product is still good and very little 

Kastern pottery has been received in this market to date 


A general feeling seems to prevail that jobbers’ prices are 


due for a decline and the trade is buying only for actual 


installations. 
Plumbers’ Brass Goods 
There is a good demand for this commodity and jobbers’ 


n good 


togks are shape. Jobbers, however, are not buy 


ing to any extent, feeling that manufacturers’ prices are 
too high and will decline before long, but in any event 
will not advance 
ftange Boilers 

While there is a fair demand for this product jobber 
as a rule are overstocked In some parts of the Coast, con 
cessions in price have been made to move stock, but thi 
has not had the desired effect. 

J. M. Anderson, 423 North Robinson street, Oklahoma 
City, Okla., has been awarded the plumbing and heating 


the Westwood and Lee school buildings i: 


Oklahoma City 
B. E 


tract 


contracts on 


Tuttle, Fayetteville, N. C 
the J, C 


contract on a 


has the plumbing con 
Shuford Company, Hickory, N. C., th: 
Dudley 


and 


heating school building at Shoal 


near Lenoir, N.C 

The Acme Plumbing Company of Charlotte, N. C., an 
nounces that it has recently closed a contract with th 
Fresh Water Pump Company of Spartansburg, N. C., for 
the exclusive agency in that section of the state for th 


company’s fresh water system. 
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AMERICAN SOCIETY OF SANI- 
IOWA, 


ANNUAL MEETING OF 
TARY ENGINEERING OPENS IN| DAVENPORT, 
TUESDAY 


Sanitary engineers and inspectors are expected to attend 
the annual meeting of the American Society of Sanitary 
Engineering which will take Davenport, 
September 11, 12, 13 and 14, as previously announced in 
Many and 
discussed and all sanitary engineers and inspectors 


place at Iowa, 


columns. projects 
will be 
are expected to answer when the roll is called on Tuesday, 
September 11, in the Gold Room of the Blackhawk Hotel, 
the official headquarters of the convention. The Society 
invited all 


these important problems 


has also plumbing contractors to attend the 


meeting. 


ROCKFORD MASTER PLUMBERS HOLD ANNUAL 
PICNIC AT LARSON FARM 


rs’ Association of Rockford, IIl., held 
and outing on August 25, at the 
Cherry Valley 
river. <A 
principal and 
between the east 


The Master Ph 
its annual pic 
farm north of the 
of the Kishwaukee 
1:30 o'clock 
followed by a 
side master plumbers. 


Larson 


dam on the west bank 
served at 


this 


chicken dinner 


was the attraction was 


baseball game and west 


OUTING OF THE ST. LOUIS ASSOCIATION 
OF MASTER PLUMBERS 


ANNUAL 


The annual outing of the St. Louis Association of Master 
Plumbers held Saturday, 


Sapington, Mo. Approximately 


was August 25, at Seibert’s 


Grove, one thousand per- 


sons, including master plumbers and their families, supply 
men and journeymen, attended. 
Siebert’s Grove is a natural picnic place about fifteen 


auto. Some sev 
including large floats, fur 
Mfg. Co. and the Standard Sani 
central point in St. 
a short street parade, headed for the grove.  S. 
chairman of the entertainment committee, 


miles from St. Louis and is reached by 


machines or more, two 
Nelson 


assembled at a 


enty 
nished by N. O. 
Mfg. Co., 
and, after 
\. Kiernan, 


tary Louis 


was 


on the job when they arrived. It took but a very short 


time before the baseball teams representing the Masters 


and Journeymen got together for their annual tilt, and the 


picnickers assembled for the athletic events. Almost every 


kind of a contest known to outdoor picnics was on the 


program. Many valuable prizes were donated by the local 
supply 


lavatory 


houses and manufacturers, such as a bathtub and 


with trimmings, and a portable shower and a 
traveling bag. 

Supper was served in one of the 
\fter all had had their fill of 
gated at the pavilion, 


in dancing. 


large dining rooms 


fried chicken they congre 
who wished participated 


best 


where those 


Prizes were given for the waltz and 
two-step. 

The St. Standard §S 
advantage of the occasion and 


with the Masters’ 


Louis branch of the Mfg. Co 
held their outing in 


About 


Sanitary 
took 
connection 


outing. seventy-five 


507 


ec --- 








emploves of the firm, headed by the local manager 
Kk. J. Monaghan, mingled with the crowd and took an 
active part in making the event an enjoyable one So 


that many of the master 


awa 
‘%) 


pleasant a success was the outing 





*A . 
ers 


¢ 





o& 
“ 


Anso- 


Mo., Master Plumbers’ 


outing of the St. Louis, 
ciation.—Upper Row: J. 8S. Malone, 
N. O;. Nelson Mfg. Co., Mrs. Malone, R. kh. 
mannger of U. 8S. Radiator Corporation; W. H. 
Louis manager of W. G. Cornell Co.—Second row: A. G. 
A. A. Zertannna, 
J. Sheehan 
Gardner, BE. FB. 


At the 

mannger of the 
Milnard, St. 
Peepels, St. 
Maier, 
Associntion; 
Robert 
Gardner, and 


snles 


Louis 


business manager of St. Louis 


and Jere Sheehan.—Third row: Mrs. 
Gardner, Robert Gardner, T. J. 
Johnson, sales 
with the 
Louis.—Lower pieture: 
ettigz, 


Association 


Lansdale, Delmar 


William F, 


children.—Fourth row: TT, 


manager; Mrs. Hackmann, Stewart, all 
American Heater Corporation, St. 
Mrs. S. A. Kiernan, Mrs. J. J. Foy and Mrs. A. F. 


of past-presidents of the St. 


wives 
Louis 
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Plumbers’ Outing.—tpper picture: W. F. 
Wolff Mix. 


Louis Master 


Ac st. 


Harper, mannger of Cor- 


the St. Louis branch of 





poration. —Second picture: Joseph A. Ries, vice-president of 
St. Louis Asse ition, with his wife and daughter.—Third 
picture: A. B. Pierce, viec-president, and t. A. Pierce, both 
of N. O; Nelson Mig. Co.—PFourth picture: Eb. J. Blake, secre- 
tary of St. Louis Associntion; Henrys Ry ffel, president of 
Missouri State Association; D. J. Cunningham and PB. ©, Ring. 
—Fifth picture: iD i. Ryffel and 8s. H. Gilmore, both of 


Kohler Co.—Lower picture: 8S. A. Kiernan and President D. 
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plumbers present were of the opinion that it was the be 
picnic so far in the history of the organization 
WG. Bergner, of Granite City, president of the Ilinoj 
la r Plumbe Association, and Mrs. Bergner wer: 
I the out-of-town guest at the outing 
Dates of Trade Outings 
Associations are invited to send in dates and full information of their 


outings and picnics as early as possible. Publishing of this news well 


in advance will help to increase the interest and swell the attendance 


the Massa 


and of the 


September 12, 1923 The annual outing of 
| 


Plumbers 


enu 


Women 


ett State Associat of Master 


Auxiliary, at Li igamond 


eptember 19 1923 Annual outing of the Master 
Plumber Association of Buffalo, N. Y., at Dold’s Wheat 
field Farm on the River Road, near that city 

September 20, 1923 The eleventh annual outing ot 
the Master Plumbers’ Association of Lynn, Mass., at Ward 
hurst, Lynnfield, Mass 

September 22, 1923 First annual outing of the Asso 
ciation of Plumbing and Heating Salesmen, at Holly Park 


near Plainfield, N. J 
September 22 1923 Joint outing of master and 
ourneyinan plumbers of Pawtucket, R.-T., at Peleg Franci 
Farm, Rehoboth, R. I 
CONVENTION DATES 
September 1, 12, 13 and 14, 1923 The eighteenth 


annual meeting of the American Society of Sanitary Engi 


neering, in Davenport lowa, with headquarters at the 
Hotel Blackhawk 

September 13, 1923 Regular meeting of the National 
Association of Dra Manufacturers, at Hotel Cleveland, 


Cleveland, O 


October 15-19, 19223 The fifth annual convention and 
exhibition of the American Gas Association, on the Steel 
Pier, Atlantic City, N. J 

BUSINESS CHANGES 

The H. W. MeGee Plumbing Company of Denver, Colo 
has moved from 620 Eighteenth street to 628 Eighteenth 
treet 

The Metz Manufacturing Company, of Center, Tex 


manager O. F. Metz, has closed a deal whereby 


the 


through its 


it takes over plumbing business of Leon Roberts in 


San Augustine, Tex 
Santa 


Wheatley, 
17 West 


Record & 


from 


Barbara, 


plumbing business of 
Cali 
117 West 


has been moved Ortega 


treet to De la Guerra street 


Isaac Carnes has interest of his partnet 


KE. W. Bennett, at 


business a 


purchased the 
City, Mo., 
sole owner. 

Works, of Winfield, 
department 
ist Ninth street 


Grant and will continue the 
plumbing 

The Winfield 
added a plumbing 
The 
Gold, of 
West 


Kans., ha 


stab 


Radiator 


and heating to its e 


sis located at 115 EK: 
has 
street 


lishment busine 
plumbing bu 


West 


Samuel Chicago, moved hi 


ne from 2206 Division to 2029 Division 


treet 
have moved the 


Arch 


Boon & Sample, Ine Philadelphia, 


heating business from 1708 street ) 


street. 


plumbing and 


PAOS-28070 


Ludlow 
Alexandria 
11146 


Watkins of 
new 


business of H. H 
to the 
city. 


The 


has 


heating 


Va moved firm's building at 


that 


been 


King street in 
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TRENTON MASTER PLUMBERS’ ASSOCIATION HOLDS the plumbers was held The plumbers were victorious by 





ANNUAL OUTING AT HILLWOOD INN a score of three to two. Batteries for the plumbers were 
Penrose and Pfleider For the alesmet Holman and 
One of the most successful annual outings ever held by Abernathy The umpires were Taylor and Tighe 
the Master Plumbers’ Association of Trenton, N. J., took Other events held immediately after the ball game in 
place on Thursday, August 23, at Hillwood Inn, near cluded a varied program of races and athletic competition 
The sack race was won by John A. Pinto, and the three 
er ees er legged race by Clarence Holman and EF. A. Krieble. The 
prizes were Thermos bottle Thomas E. Tootell was the 
winner in the fiftv-vard backward running race The 
broom polo game between the ilesmen and the plumbers 
was won by the salesmen with a score of five to three The 
prizes were pocket Knive Kemil LL. Pileider was awarded 
a prize for making the longest hit in the ball game \ 


number of other prizes were awarded during the day and 
various attractions were taged for the entertainment of 


the plumbers and salesmen 











MOVEMENT 











noth i f hf 

/ / } } 

} ‘ ) } 
At Trenton Master Plumbers’ Outing, Hillwood tnn, Trenton, ! ben r educated \ ! } f n read 
N. J.—tUpper row: Ira ©. Hendrickson, secretary of Trenton 1] Sto of al ‘| i fa / hy ‘ f 
Master Plumbers’ Association; John Edelman, of Trenton; F 
and Frank M. Brennan, of New York City.—Lower row: 
Walter W. Smith, president of Trenton Associntion; and HE new school year has opened And the first 

Clarence H, B. Jones, viee president association to take advantage of this opening is 


the Muncie Society of Sanitary Engineers, at 

Trenton. About one-hundred and forty members and Muncie, Indiana The Muncie Society has a membership 
guests attended the affair which was featured by a deli of eight Baker Bros., Earl L. Clevenger, J. A. Gallivan 
cious dinner with all the necessary trimmings Following Co., Hutzel & Co., W. A. Mahoney, Fred W. Stauf, Philip 
the dinner, the baseball game between the salesmen and Stauf and A. B. Wetherill The officers are Max Hutzel, 
president; Earl L. Clevenger, vice-president; J. A. Gal 
livan, secretary and treasurer who also, last year, vou 
may remember, was a National director 

The above particulars are given for just one reason 
To show what a small association can do There are only 
eight members, but each member. i an enthusiastic 
worker And because they are workers and believe in 
progress, they are the first of the new season to place ‘The 
Story of the Bath" in the school 

In the presentation of a thousand copies of the story to 
the schools of Muncie each member is given full credit 
Thus, as the story is read and studied, the teachers and 
the pupils will not forget the men who made the reading 
possible Nor will they forget the busine of these men 

And all the while the pupils are reading and becoming 
enthused over the worth-whileness of more frequent bath 
ing, their enthusiasm will lead to sales of plumbing good 

How easy it is The best way to sell a thing is not to 
try to sell it Educate people to want a thing and vou 
won't have to sell them They will sell themselve And 
they will call on plumbing and heating men, not to be 
sold, but to buy 

“The Story of the Bath” causes people to want to sell 


Mi oe Soar yO 

= (Wy themselve to buy Muncie i first What association 
5 . 

aL ats 


—< 
és will be second in this new season of education? 





‘ - 
Ne 
LYNN MASTER PLUMBERS ARRANGE FOR ANNUAL 
At Trenton Master Plumbers’ Outing, Hillwood Inn, Trenton, eS : 
N. J—tUpper row: Charles Zimmerman, secretary of New OUTING 
Jersey Master Plumbers’ Associntion; W. T. J. Orriss, presi- 
dent of New Jersey Association; William Delhagen, delegate The Master Plumbers’ Association of Lynn, Mass., ha 
ant large; and John Pinto, winner of sack race.—Lower row: 
Thomas FE. Tootell, winner of backward race; FF. H. Fitz- 
xeorge, plumbing inspector in Trenton, and George W. 


made arrangements to hold its eleventh annual outing at 
Wardhurst, Lynnfield, Ma , on Thursday, September 20 


Feaster, former plumbing inspector in Trenton A baseball game and sports will be feature of the day 








LEOMINSTER 





MERTING OF THE PHILADELPHIA 
PLUMBERS’ ASSOCTATION 


Jt master plumber of 





f Philad eld on TI 
ock p. m n the audit 
ling, 922 North Broad street 
eo domestic hot water 

ol t th jee rl} 
eported that it 1 hee 

" for the trip planned 
made for a different trip 
of September 


MASTER PLUMBERS ENJOY 


OUTING 


wominster, Ma held their 


lion at Sterling Junction 


\ hore dinner wa erver 


program was carried out 


after the dinner The trip 


made in automobile 


CONTRACTS AWARDED 


607 Market street, Chattanooga 
irded the plumbing and heating con 


being erected in that city 


Accident Company The 


Ibert, of Erie, Pa., have the plumbing, 


contract on the new fire 


Pinebluff, N. C., has been 


contract on the Southern 


at mithern Pine nN. & 


contract on the Aberdeen 


Lamberton street, Trenton, 


Jumbing and heating of twenty 


ha been awarded the 


1 


$125,000 Trenton Packing 
Norman, Okla., have been awarded 
on the new $80,000 junior 
to be erected at Stillwater 
umbing Company, Springfield, 
ing and heating contracts, 
iew Southern Methodist cl 
on the Sanger theater building 
latter contract amounts to 
Birmingham, Ala., has the 


houses being erected by the 


lat city 


of San Antonio, Tex., have 


eontract o7 


on the state university campus 


New Franklin, Mo., has secured 


contract on the residence 


on Evansville, Ind., have 


contract on the new Fellwock 


Evansville 


plumbing and heating contract 
Wagner 








the new biology 


55 Park place, Detroit, Mich., 


avenue in that city 
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The ©. F. Rock Plumbing & Heating Co., of St. Joseph 


Mo., has been awarded the plumbing and heating contract 
w children’s building at the Iowa state institution 
or the feeble minded at Glenwood, Ia 
The Pekin Plumbing Company, of Pekin, Ill., has the 
heating and ventilating contract on the new Roosevelt 
chool to be built in Rosedale, Ill The contract amounts 
oO $11,566 Fred York, Pekin, secured the $12,640 
plumbing contract on the same building. 


Cameron & King, Detroit, Mich., have the plumbing 


and heating contract on a factory and office building on 


Epworth boulevard, Detroit 

tuehl & Hatfield, 105 Pacific street, Newark, N. J., 
have the plumbing contract on the new Elk’s home now 
under construction in Bloomfield, N. J. The heating con 
tract on the same building has been awarded to Charles 
ji. A. Ernst, 307 Broad street, Bloomfield, N. J 

Harry Green, Salt Lake City, Utah, has the $6,070 heat 
ing plant contract on the University of Utah at Salt Lake 


BURPFALO MASTER PLUMBERS MAKING PLANS FOR 
OUTING 


The Master Plumbers’ Association of Buffalo, N. Y., is 
planning a big outing to be held Wednesday, September 
19, at Dold’s Wheatfield Farm on the River Road, near 
Buffalo. An automobile parade, starting at the McKinley 
monument, will precede the tour to the farm, where a 
program of sports and music will be enjoyed. Carl E. 
Johnson is chairman of the committee in charge of 
arrangements for the outing. 

DATES AHEAD FOR NATIONAL TRADE EXTENSION 
BUREAU LECTURERS 


J. C. Greenberg:—-September 10, St. Louis, Mo.; 12, 
IK. St. Louis; 14, Benton, Tl. 
W. G. Archer:——September 10, Williamsport, Pa.; 12, 


Wilkes-Barre, Pa.; 13, Scranton, Pa.; 14, Allentown, Pa 

17-22, New York City; 24, Stamford, Conn.; 25, Bridge 
port, Conn.; 26, New Britain, Conn.; 27, Hartford, Conn.; 
28, New London, Conn. 

B. Jos. O’Donnell:——September 10, Jackson, Miss.; 11, 
Vicksburg, Miss.; 12, Shreveport, La.; 17, Jackson, Miss.; 
18, Vicksburg, Miss.; 19, Shreveport, La.; 21, Baton 
Rouge, La.; 24, New Orleans, La.; 2£, Mobile, Ala.; 26, 
Pensacola, Fla.; 28, Tallahassee, Fla. 


NEW BUSINESS VENTURES 


The Stark Heating Company of Denver, Colo., has been 
incorporated with a capital stock of $25,000. The incor- 
porators are Shady R. Jones, Adrienne Jones and Wallace 
W. Keene. 

A. M. Goddard, ex-secretary of the Associated Plumbing 
and Heating Dealers of Tacoma, Wash., is opening a 
modern plumbing business at 103 South Tenth street, 
Tacoma, Wash., in the heart of the business district, direct- 
ly adjoining the offices of the Tacoma Gas Company. Mr 
(;oddard plans to follow National Trade Extension Bureau 
methods in the management and operation of his estab 
lishment 

The Domestic Engineering Company has been incor 
porated with a capital of $10,000 to conduct a plumbing 
and heating business at Columbus, O. The incorporators 
are Harry E. Richter, George T. Shears, Walter H. Richter, 
Louis F. Thiel and William W. Fletcher, all of Columbus 
Ohio 
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SWIMMING POOL NEWS 


1 country club recentl ta { example for other clul 
building an utdoor swinimung pool 1 tte f benche 1s 
placed on one side, shaded willows, and there area few ) 
chairs for visiting grandmothers. The rest of the pool and sur- 
rounding walk are in the sun. Plumbers who encoura 1 cil ) 
club to build swimming pools are likely to have an opportuni 

to secure work on them 


Efforts to get swimming pools for Petworth and Park 
View, subdivisions of Washington, D. C., will probably be 
renewed this year. Mrs. Susie Root Rhodes, superintend- 
ent of playgrounds in Washington, has secured Congres 
sional appropriations in past years, but each time it was 
necessary to return the funds to the Treasury, as a satis 
factory bid was not obtained within the amount allowed 
The residents of Petworth and Park View are getting 
behind the project and are hoping to obtain sufficient 
funds from Congress to construct the desired swimming 
pools. 

The great beach swimming pool west of Twin Peaks, 
near San Francisco, Calif., is beginning to attract public 
interest. It is about completed and when finished, the 
pool itself, will have a capacity for 10,000 bathers. It is 
claimed this will be the largest open air pool in the world 
Six hundred dressing rooms will be built in connection 
with it. The pool will be under the control of the park 
commission, and adjoining it is being prepared a great 
playground. A subway under the Peaks is being built by 
the city engineer, to give convenient access to the play 
ground, swimming pool and beach, from the car line. All 
of these facilities will make the pool fairly accessible to a 
large portion of San Francisco. 

When the new park system of Emporia, Kans., is worked 
out it will include a swimming pool in each of the four 
parks, located within easy access of the people in each 
ward of the town. 

Dr. 
tion of a conservatory and the construction of a swimming 
pool to cost $400,000. 


-_ 


J. Fifthin, Grove (City, Pa., has started the ere 


The Chamber of Commerce recently organized at Yukon, 
Okla., is planning a municipal swimming pool in connec 
tion with other municipal improvements 

A large swimming pool, which has been under construc 
tion for the last sixty days, has been opened on the 
sreaux Bridge road at Lafayette, La. The pool is the 
largest in that section of the country. It is situated on 
the banks of Bayou Vermilion and surrounded by moss 
covered trees. The swimming pool and park was financed 
by Lafayette business men and is under the management 
of Evans Guidry. 





Roy E. Thompson was too busy to stand in front of his neat 
Plumbing and heating shop in Tacoma, Wash., when the 
cameraman stopped 
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Steamfitters ! 
Talk “Buckwheat 
Coal” 


Many an order for a boiler today 
is closed with one of these folders. 


y, 
| Defore 


You order your coal for 
next winter . 


Defore 


You replace your old 
heating boiler 


Before 


You contract for heat- 
ing equipment for that 
new building 


ASK the Price 
of BUCKWHEAT. 


hard coal that’s easy to get 


at 


Ny 











HE threatened shortage of domestic sizes of 
Anthracite offers you a splendid opportunity to 
sell and install ‘New Molby’ self-feeding buckwheat 
burning boilers. Coal bills cut ', to '5 
Mixing with larger sizes unnecessary. Adjust- 
able side grate of the ‘New Molby’ assures proper 
draft for low-priced Buckwheat coal. Magazines 
need refilling only once every 12 hours 
Get asupply of these “buckwheat” folders and 
some catalogs. You need them for quick and 
profitable sales. How many can you use? 


The New 
MOLBY BOILERS 


magazine-feed, smoke-consuming 





MOLBY BOILER COMPANY, Inc 
37 Central Ave., LANSDALE, PA 























FOR EVERY REQUIREMENT 


e 
PROMPT SHIPMENTS “~““MOLBY 
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Atchison, Kans., is preparing plans for a new swimming 
pool with 15,000 sq. ft. of surface area. 

A new swimming pool will be opened soon at San Anto 
nio, Tex., in an old gravel pit in Roosevelt Park. The 
new pool is to be 75x 160 ft., and the water will range 
in depth from eighteen inches to six feet. The pool will 
be equipped with the usual diving boards and slides and 
a fringe of trees will throw shade over the water. The 
bath house will accommodate between 200 and 300 per- 
sons at atime. The pool is owned by the city. 

The installation of a large filter and chloride plant has 
been completed at the swimming pool of the Southern 





Methodist University at Dallas, Tex, 
Sectional view of the supply valves used in the E. T. White is constructing a swimming pool, 40x 80 ft 
Rockwell DeLuxe Fixture. Notice particularly the 


no-wear and variable retaining collar features in size, south of his home in LeRoy, Kans. 





Reed & Company will construct a swimming pool, tennis 
e . g dos e rar ans > sw "oai > vet ietric 
Accessible, Non-Wearing courts and sunken gardens in the new residence district 


being developed by them at Holly Springs Heights, Calif. 
Supply Valves in the smite : 
| \ new swimming pool has been opened by the Sioux 


ELUXE } City Boat Club at Riverside, Sioux City, Ia. 
ROCKWELL D The Citv Council of Thief River Falls, Minn., is pre- 
FIXTURE paring plans for the construction of a swimming pool in 


the new city park which is to be established in that city. 
Patents Issued and Pending The contract for the erection of a gymnasium and 
swimming pool at the Stonewall Jackson College, Abing 
don, Va., has just been awarded, 
HE quality of the supply valves is in keep- 
ing with the other component parts of this 
new sanitary concealed fixture. 


A new Turners’ hall to be erected at Belleville, II1., at 
a cost of $100,000, will include a swimming pool and 
re gymnasium. 
I heir design eliminates any wear on the valve 
body and the non-rising stem and non-rotating 
plunger prevent cutting of the washer and seat tion of a new municipal swimming pool. It is expected 
—yet both washer and seat may be readily that the pool will be built in Rio Grande Park and the 
removed for inspection and renewal from the 


Albuquerque, N. M., is making plans for the construc 


water pumped or filtered into the tank from the Rio 
front and without spec ial tools. ; g 
(irande river. 
There are seven other reasons why you should 
recommend and install the new Rockwell De- 
Luxe Fixture. 


A swimming pool and bath house, to cost $35,000, is 
being contemplated by the Board of Public Works of 
Wausau, Wis. 

Ask your jobber. Write us for circular A swimming pool, 100 x 130 ft., is to be constructed by 
the department of public welfare of Philadelphia, Pa. 
Beneke & Kro f Mfg Co kk. J. Sweeney, Sweeney building, Kansas City, Mo., is 
p ° . developing Indian Village, near that city. His plan calls 
2ist and Rockwell Streets CHICAGO for a swimming pool and a water and sewer system, 

The Southern Branch of the University of California, 
located at Los Angeles, will soon have a new concrete 
swimming pool. 


One of the largest swimming pools in the country has 





just been opened at Dreamland Park, in the Waverly sec 
tion of Newark, N. J. Dreamland Park Corporation, 
owner of the huge amusement park of that name, is the 
sponsor of the new venture and advertises it as one of 
the big attractions of the fun center. P. R. Fehrman, of 
the Graver Corporation, Chicago, was in charge of the 
engineering of the filtration. Assisting him in the installa 
tion of the filtration system was Jacob Martin, plumber of 
Klizabeth, N. J. The pool is 340x430 ft., and it is well 
equipped with adequate dressing room and shower facili 
ties. Two and one-half million gallons of water will be 
used each week, to which two hundred gallons of chemical 
solution will be added. The solution, it is said, will keep 
the water purer than the ordinary drinking water and will 
remove all danger of bacteria. 

A new swimming pool is contemplated at David City 
Neb. It is proposed to cement a natural pool. 





A new swimming pool, which holds 138,000 gallons of 
water, has been opened at Delphos, O. Promoters of the 
The New Rockwell DeLuxe Fixture as it appears installed. park, in which the pool is located, are arranging with the 
No wall panel is required, which greatly reduces the total cost. city to pay a flat rate per year for the purpose of keeping 


the pool supplied with water. 
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PURE WATER 
The city of Jamestown, N. Y., is planning a bond issue 
for $280,000 to cover the cost of extensions and improve 


ments to the municipal water-works system 


Fonthill, Ontario, Canada, is having plans prepared for 


the construction of a municipal water-works system to 


ost about $69,000 


ents to its South Hills water 
ystem are being planned by the city of Charleston, W. Va. 
The ville, N. Y., is to be 


improved by a reservoir which will cost $90,000 


Extensions and improvem 


water-works system of Glover 


Water, as used for drinking and manufacturing in Penn 
svivania cities, costs only twelve cents a ton, according to 


figures compiled by the Pennsylvania Public Service Infor 


mation Committee. One of the factors that costs money 
is the need for purification Statistic show that ten 
per cent of the operating costs of a water supply plant 


are purification costs, which, however, do not include 


interest, taxes and depreciation on the cost of the purifi 

cation plants. 

Marlin, Tex., 
reservoir is 


lake, 
virtually completed, 


Work on the new city northeast of 


has been and the larger 


Rains of September 
lake 


consumers A 


Water, 
the 


now prepared for receiving 
and October are expected to fill 
make Marlin 


house, filter plant and oil engine pumping units are being 


sufficiently to 
water available for pump 
completed 

The Water Supply, Mount Vernon, N. Y., has 
acquired Oak North West West 


Mount Vernon, heretofore used as a factory site, and plans 


Board of 


property at and streets, 























Association of 
and Miss 
Hoboken.—Second 


Master Plumbers’ 
Miss Flesche 


recent outing of the 
City, N. J—In upper picture, 
Murray, of Cullen Plumbing Supply 
picture: M. Greenbaum, president of White Mfg. Co., Newark, 
N. Ju: Sidney C. Greenstone, of New York City; Edward J, 
Bredehoft, of Whitlock Coil Pipe Co., Hartford, Conn.—Lower 
Cc. G. Johnson, Woodward-Wanger Co., Philadelphia, 
Greenbaum, president of White Mfg. Co., Newark, 
N. J.—From “Domestic Engineering” Photos 


At the 
Jersey 
Co. 


picture: 
and M. 


ENGINEERING 


jt 
— 
oe) 











SPEEDEE-HEET 


Economical for your client 
Profitable for you 























The advantages gained by the use of 
SPEEDEE-HEET make it a highly desirable 
addition to any system, new or old. 


In freeing the radiators and piping from air it 
improves the circulation and provides more even 
heating, exciting a more rapid and positive 
steam circulation by reducing the air resistance. 


This lightens the load on the boiler and bene- 
fits the entire plant. 


SPEEDEE-HEET is sold only through the 
heating and steam fitting trade. And to the 
trade it presents an unusual opportunity for 
profitable business. The cost is l6w—so low 
that any home owner can afford it—indeed, it 
is not difficult to procure a fuel saving over a 
period of a very few seasons equal to the total 
cost of the installation of the Lebanon Pump. 
Write now for illustrated literature. 


Lebanon Machine 
Company, Inc. 


Factory at 
New Hampshire 


New England Office 
136 Federal Street, Boston 


Lebanon, 


General Sales Office 
98 Park Place, N. Y. City 
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a CLEVELAND, oO. 





"GEE' 


FITTINGS 


SQUARE 


lron = Malleablelron 


RE IS 


We are so proud of Square 

‘Gee’ fittings that we 
stamp on each one a square 
G as a means of instant 
recognition. 








THE\GRABLER MANUFACTURING CO. 











‘NGI 








September is Heat Regulation 
month. We will help you get 


your full share of the business. 


MINNEAPOLIS HEAT REGULATOR CO. 


2801 4th Ave, So Minneapolis, Minn 
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RETLAW TELESCOPIC 
ROOF FLANGE 


A One-Piece Lead Flange, 
4 Lbs. to Square t. 


ON FLAT 
ROOF 


PT eg Tt TAS 


Drawn into circular corrugations. 
Extremely pliable—no seam. 
Allows for settling of roof or pipe. 
Adjustable to any angle. 








ON PITCHED 
, ROOF 


Allows for contraction and expan- 
sion 

Collapse one side—draw out other. 

Draw up band, compressing lead 
around pipe. 

On like a flash — costs less than 
hand made. 

Ask your jobber about 
write us for particulars. 


THE HARKER MFG. CO 


123 W. Third St. CINCINNATI, OHIO 


them or 
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} 
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Pat. Sept. 30, 1919 
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MONARCH 
| WATER SYSTEMS 


iW 


“came oe ral Catalog 


The MONARCH ENGINEERING 3 


DAYTON, OHIO., U. S.A. 





NEERING 192 


September 8, 


the installation of a new electrically operated pumpin 
plant for booster service for the municipal water-works 
The Common Council of Panokee, Fla., is contemplati: 
the construction of a municipal ice-manufacturing plar 
Plans are also being considered for the installation ot 
electrically operated pumping machinery in connectior 
with a new municipal water-works plant. A bond issu 


of $90,000 is being arranged. 


Ala., 
operated centrifugal pump 


The Common Council of Talladega, is planning for 
the 


Ing 


installation of electrically 


machinery at the municipal water-works, in connectior 


with exten 
The 
plete 
ity of 1,5 
with electrically operated pump 

Metis Beach, Montreal, (¢ 
works plant and complete 

The Public Works, Austin, 
the installation of electrically 


sions and improvements. 
Wis., has 


r purification installation with a daily capa: 


city of Portage, approved plans for 


com Wate 


00,000 gallons, to include a new pumping plant 


‘anada, will soon install a water 


equipment. 


Board of Tex., is planning 


for operated pumping ma 


chinery in connection with extensions and improvements 
in the municipal water-works, for increased supply from 
the sarton Springs section, at an estimated cost of 
450,000 

The village of Ellsworth, Wis., is installing a new steel 
tank and rebuilding the present steel tower of the reser 
voir of the municipal water-works system. 

Plans are being drawn by the State of New York for a 
water system at Gowanda, N. Y., to be constructed at a 
cost of $100,000 


Parkersburg, W. Va., is having plans drawn for a water 
works plant and system to cost about $150,000. 

Emmons, Minn., is having plans prepared for the con 
struction of a water-works plant and system, 

The city of DeKalb, Ill., contemplates an addition to its 
water-works plant to cost approximately $20,000 

The Common Council of Edgewood, Tex., has arranged 
for a bond issue of $55,000 for the installation of a mu 
nicipal electric light and power plant, in conjunction with 
a water-works station. 

About $15,000 will be spent soon by Fort Gibson, Okla 
for improvements to its water works system. 

Bids received by the Portland Water district of Port 
land, Me., exceeded the $350,000 appropriation for the 
construction of the additional conduit by about $60,000 
or more, and the construction has therefore been post 
poned for a year. The district’s own engineers will do 
much of the preliminary work this season in readiness 


for the construction next year. The addition would give 
Portland more than double its present water supply capa: 
ity The project was described in detail at the recent 
convention of the Maine Master Plumbers’ Association at 


Portland. 
MASTER 
TUCKET PLAN OUTING 


PLUMBERS AND JOURNEYMEN OF PAW- 
AT PELEG FRANCIS FARM 


Master plumbers and their journeymen of Pawtucket 
R. I., will participate in an outing and picnic at Peles 
Francis Farm, Rehoboth, R. I., on Saturday, September 
22 All plumbing shops will be closed for the day and 
invitations have been extended to officials of the leading 


supply houses in New England. The trip to and from th 
A committee has been 
and game 
the arrival of 
will the field 


farm will be made in automobiles. 


named to arrange a baseball 


will be 
farm 


sports program 


chowder served 


the 


Clam upon 


party at and a clambake follow 


sports 
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LABOR’S ATTITUDE TOWARDS APPRENTICESHIP 
TRAINING 


In order to demonstrate to contractors that labor in 
general is ready and willing to co-operate with employers 
in the task of solving the apprenticeship question, Charles 
Smith, business representative of the Cleveland Building 
Trades Council, was asked to write an article for the 
Weekly Bulletin of the 
Trades Employers 


National Association of Building 


Smith's 
article, and it is hoped that employers and employes may 


There is considerable food for thought in Mr 
be made to realize that upon the proper training of ap 
prentices depends the future of the construction industry 
Mr. Smith is here quoted in part 

“It has been suggested to me that, as a representative 
of the Building Trades Council of Cleveland, I urge that 
contractor associations and labor organizations try to get 
together on some common ground ‘whereby it will be 
possible to form schools for the proper training of ap 
prentices in the industry.’ 

“The ‘common ground’ is the necessity of the future 

“We must remove that latent inclination to allow the 
future to solve its own problem It is up to us to equip 
our present and future generations with the educational 
facilities to which they are entitled—not alone for the 
comparatively small minority that are to engage in the 
professions, but the rest as well. 

“Beyond the necessity of the future as a ‘common 
ground’ for the getting together of the employer and 
employe in the matter of establishing apprentice training 
schools, is the fact that both must peel off any slight 
differences they may have with the other and ask this 
question of each other 

“"“What are you doing to prepare for the building of 

the future?’ 
“Of course, the employer may say he is piling up the 
financial resources The employe may say that he is 
doing his share in educating his children to sueceed him 
in the future ; 

“But those, and similar other answers, are not sufficient. 

“The plain fact is that neither is doing anything sys 
tematically to provide for requirements of the future 





Window display of W. E. Graham, Waukesha, Wis. More 
and better window displays help to elevate the trade 
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ALTITUDE 
GAUGES 
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FEET OF WATER 
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No. 46 4!” Altitude 


N VTIONAL Altitude Gauges are all 
“ of the Independent Type. (jauge 
rings, held with set screws are easily re 
moved for setting red pointers. Gauge 
socket is fitted with square boss above 
thread to take 
ground and buffed, copper plated and 
handsomely finished in) black baked 
| enamel, 


wrench, Cases are 


Standard Packages Contain 25 Gauges. 


Sample Orders Solicited. 


WRITE FOR BULLETIN No. 27 


National Gauge & Equipment Co. 
La Crosse, Wisconsin 


New York 


Chicago 


Detroit 
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DURO' WATER SYSTEMS 


io) 7 aay a ole of & ai 4 
WATER SERVICE 
The most complete line of Shal- 
low and Deep Well Pumps on 
the market. Eijther Electric, 


Gasoline Engine or Belt Driven. 
GET THE DURO TIME PAYMENT 
PLAN. Specify Duro when fig- 


uring your next job. 


. Get our 
catalog and prices. 


“Line Up with Duro—the Live One.” 
Our Direct by Mail Campaign Is Free to You 


The Duro Pump & Manufacturing Co. 


DAYTON, OHIO 


Shallow Well 
System System 


| ; 









° * 
r CONCRETE 


y 


o " make Pipe Hanging Easy 








7 "#5 20 ey Designed to fit “Crane” 
La m er ast ay ? Solid Ring Hanger But- 
a. wae t a eee ton which will turn in in- 
ee “J a sert while screwing pipe 
. into hanger. Made in 
= - / i | 7 os. three sizes: %, % and 
Crane BUTTON : ‘ % in. Immediate ship- 
A } ment from stock. 

Standard , . od c , . 
cut to an { Y ross section view shows 
fength j 4 de “Ring Haoger method of inserting but- 


ton and pipe 


Oslund Specialty Co. 


218 S. Exchange St., 
St. Paul, Minn, 




















@ARAGE Multiblade F 

HAL anazoo U 1 a € alls 
are installed for Heating, Ventilating and Hu- 
midifying Service in hundreds of public build- 
ings and industrial plants. 

Write today for Catalog No. $2 describing the Multiblade Fans. 
Let us explain to you why Clarage Equipment gives you better 
value, dollar for dollar. Have Clarage 


Engineers co-operate with you in solv- 
ing your problems. 


CLARAGE FAN CO. 
KALAMAZOO MICHIGAN 
Branch Offices tn Principal Ctites 
Mire. of Fans, Blowers and Engines 

















Haas 


Flush Valves for use in combination with 
all styles of bowls for all classes of 
service to operate under low or high 
pressure water supply. 


Water Closets for every type or class of 
service. 

Frost Proof Closets. 
flushing. 


Direct flush or after 


Write for catalog. 


Philip Haas Co., Dayton, O. 
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The only vstematic method of achieving this is 
through the apprentice training school 

Locally, you know what the demands for the future 
in the matter of finances, workers, materials are going 
to b Already you are preparing—systematically—to 
meet the demands of the future for finances and materials 

You overlook syvstematization of making skilled work 
f for the future, and, without them, your finances and 
materials are virtually useless 

There only one common ground upon which the 
employer and employe can manage to get together to 
form schools for the proper training of apprentices in the 
industry, and that is through a realization of the fact 
that there must be just as much system used in the 
educating of skilled building workers for the future as 
for the reservoiring of finances and the storing away of 
materials, or expansion of facilities for manufacturing 
them 

It should not be difficult for the employer and employe 
to get together in this matter Plain common-sense will 
tell them that they have to make such preparations for 
the future 

“Petty squabbling and puerile viewpoints must not 
tand in the way This is a big thing—-bigger, perhaps, 
than some folks in the industry imagine. It is just as 
hig as the future building——-which, indeed, is some BIG 

“Take off the ‘spees' of petty prejudice and put on the 
clear lenses of the future 

Set aside haphazard efforts to educate skilled workers 
of the future by sporadic methods, and systematize these 
efforts as part of the regular school system. 

“Don't let the present pineh your vision of the future 

“Yes, once more | reiterate the ‘common ground’ for 


the employer and employe of the future in this important 


matter is that plain, powerful word—-COMMON-SENSE.” 


REGINA ADOPTS NEW PLUMBERS’ LICENSING 
SYSTEM 


licensing system has been adopted in respect to 
the 
under which anyone wishing to work 


A new 


the plumbing trade by city council of Regina, Sas 


katchewan, Canada, 
at the plumbing trade in the city must apply to a Board 
of 


Examiners The board consists of the city plumbing 


inspector, two practical plumbers, one of them a master 
plumber and the other a journeyman, both appointed by 
the medical health officer, and a fourth member appointed 
the Journeyman plumbers will pay a fee 
the one dollar a 
bylaw that all 


inspected 


by city council. 


dollars for first and 
The 


dwelling 


of twp year year 


thereafter, also provides buildings 


other than houses shall be annually, 
and that dwelling houses shall be inspected, in respect to 
plumbing, every time a change of tenant takes place. There 
is also an effort being made to establish a system of reci 
procity between Regina, Saskatoon and Moosejaw, so that 
a plumber's license issued in one city would be valid in the 
two other cities. All three cities now have stringent licens 
ing regulations 

AMONG THE WOMEN’S AUXILIARIES 
The Women's of Sioux City, Ia., recently 
enjoyed a dinner given by Mr. and Mrs. Holt the 
Apartments. The week in September the 
ladies are to be entertained at the Riverside Boat Club by 
Mrs. Leo Marolf, the state president, and Mrs. V. J. Hagan 


After a luncheon there will be boating, tennis and bridge 


Auxiliary 
Don in 


Sioux second 


The 
installed 


Vogel Plumbing Shop, of Glenrock, Wyo., recently 


new equipment and in other ways made im 


provements to handle more business. 
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CoNneCTED BY OLE ANDER 





prs 
ral dorgs 
and 1 
sofy pillers 


Ona farm in South Georgia is posted this sign spaser's 

ill be persekuted to the full extent of 2 mean mons 
vhich ain't never shoshibil with 
dubble barelt shot-gun which ain't loaded with no 


if I 


stranwers 


been ovarly 


loam, ain't tired of this hel raisin on my proputy. 


SEND IN YOUR “OLD TIMERS” 


An old timer is one who can remember when some million 
iires bought gold plated bathroom fixtures for their palatial 
homes ". =. © Madison, Wis 

Old timer, nothing. They do it: now Ask Crane Co 

SAFETY FIRST SONGS—4 
This monument’s 
lor Jackson Druck, 
His Liszie was lighter 
Than the truck. 
Es J D>. Erie, Pa 
HE WAS 80 IGNORANT 
he thought interior decoration meant a square meal 
U. S. Db. Petersburg, Fla 
he thought aleohol was a dancing pavillion 
T. Y. A., Muskepzon, Mich 
he thought a rineside seat was made at a jewelers 
T. B., Seattle 

“T had to laugh.” 

“Why?” 

“Ma put out her tub to catch soft water when it) was 
raining hard.” CC, D. N., Springfield, Tl 
Hier name was Irene 

And she wore crepe de chine 
You could see more Irene 
Than you could crepe de chine 
Bill K., New Haven, Conn 
HIS VACATION 

Lazy Mike: “T have a new position with the railroad com 
pany It's like this You know the fellow who woes along 

side the train and taps the wheels to see if everything's all 
right? Well, IT help him listen.” 


IS THIS READ RIGHT? 
Woolley, The National 
sureau. 


William J. manager of Trade Tex 


tension 


This signature indicates fine organization ability Also a 
kenial spirit, which goes a long way in carrying its owner 
far If the writer of the signature had not entered business, 
he should have entered politics BOMBO 


MEMORY TESTS 


What well-known automobile is made by Henry Ford? 

Who is the author of Lamb's “Essays?” 

What was thrown in the ocean during the Boston Tea 
Party? 

Who were the principals of the Johnson-Jefferies fight? 

Pard, Chicago 

If you look straight ahead you won't see the shadows be- 
hind you C. &, BU, &. XM, 

“If a Girl Will Give a Fellow a Kiss for a Goldfish What 
Will She Give for a Whale?” asks Karl B. of New Bedford. 
Mass 


And now that most of the vacations are over, most of us 


Will get back to work and feel a great deal happier 


OLE ANDER 
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PIERCE 


Hot Water Supply 
Boiler 


Capacities from 40 
to 1,000 Gallons 


Order from x8 or through your local jobber 







Pierce, Butler & Pierce Manufacturing Corp. 


Brooklyn 41 E. 42nd St.,. NEW YORK Philadelphia 
Boston New London Pittsburgh Baltimore 
Worcester Detroit Syracuse Newark Washington 


Scctattnemnntsensnaeeummeansemasnent 


ACME DETROIT 
SINK BIBBS 


Attractive in design and finish 







and well made in every respect 





They may be installed with 






every assurance ot long and de- 








t he y ace 


We also make 


Wash Tray 
Solder Nipples 


rendal le Service yet 





No. 503 


not high pr iced 









Basin Cocks Sink Bibbs 
Bibbs Sill Cocks 


Drinking Fountains 
Boiler Drain Cocks 


If y j r 
Acme Brass 


Eastern Representative 


Western Representative: HE. Crun 


BRASS 


PLUMBERS’ SUPPLIES 


33000 brass articles made with 85 years experience 


“WATERBURY JMANUFACTURING GOMPANY 


Division of Chase Companies Inc 


yur rhasnf us, £ 


Works, Detro 


Mu Li 


it, Mich. 


Kessel & 


ir, 79 W. Monroe St, Chicage 


























AUTOMATIC GA& 


WATER HEATERS 


Perfect hot water service at the 
cheapest possible rate per gallon. 


PITTSBURG WATER HEATER CO. 
Pittsburgh, Pa. 


“If it’s done with heat, you can do it BEST with gas” 
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COLL LITAY, 


The Combination You Are Looking For 


The WADE Cellar Drain q@& 
Flushing Cesspool with Brass¢@ 
Back Water Gate Valve, 
meets all the requirements of 
health ordinances. Accessible 
cleanout Trap has deep 
water seal which protects 
against sewer gas Positive- 
ly prevents flooded cellars 


Makes 





Easy to install. 
good on any job. 


Ask for Catalog “‘B” 
WADE IRON SANITARY MFG. CO. 


551 W. FULTON ST. CHICAGO 





Pe iiiiiiiie 
























SEPTIC TANK 
Acknowledged the best Septic 
Tank manufactured. Why? 

Made of an alloy copper- 
steel, it gives best bacterial 


action. Protected by an ab- 
solutely acid proof enamel. 


LO 


As easily handled as a bath tub. 
A 10 YEAR GUARANTEE. 


Ask your plumbing jobber or write 


RICHMOND ENGINEERING CO. 
930 Brook Ave. Richmond, Va. 


RECO 


First Cost 
Installation Cost 
Freight rates 





Patent Applied for 





Made of Castes Whitest Vitrified China 


Possibly ““Morseal” is the only 


Wash Down Closet for You? 


It is Cleaner 


Have You Thought About It? 


CHICAGO POTTERY CO. 
1924-40 Clybourn Ave. 
CHICAGO 














a 
NO ROOF IS SUPERIOR 
TO ITS FLANGE 
Therefore, some 
PLUMBER is _ the 
father of every leaky 
roof. 
The Bullard 
Roof Flange 
is acknowledged as the only PER- 
FECT FLANGE by busy men 
who have made satisfying installa- 
tions. 
THE BULLARD SPECIALTY CO., Tiffin, Ohio 
S 
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CENTRAL HEATING PLANTS 


ntral heating apparatus used in a Roman villa about 


n centurt jo has been unearthed in the course of excavation 
ham Cemetes yomersetshire, England. The villa, 
thout 120 feet long, was heated by a hypocaust or h 
the heat passing under the floors of vartous 1 
ms were reached by means 


instead of floor passages 
\ new heating system is being installed for the public 
chools of Texas City, Tex 
C. E 


Knoxville, 


dean of the 
Tenn., is 


Ferri University of Tennessee, 
about to begin the construction of a 
central heating and power plant in a building 60x70 ft 

heating 


A central plant is among building projects 


planned by Marshall college, Huntington, W. Va. 
Sanator, S. D., is abcut to start the construction of a 
central heating and power plant. 

\ central heating plant will be installed at the Mercy 
Hospital 


Manning, la. 


Which is to be erected at a cost of $300,000 in 


The State College at Brookings, S. D., will soon install 
i central heating plant. T. W. Dwight is president of the 
tate board of regents, Pierre, S. D. 

A new central heating plant is to be installed in the 
Greenwood county courthouse at Greenwood, S. C. 

The Borough School Board of Dauphin, Pa., decided at 
a recent meeting to install a new central steam heating 
plant in the schools. 

THIS AND THAT—HERE AND THERE 
Albert F 


nati (Ohio) 


Schroeder, business secretary of the Cincin 
Master Plumbers’ Association, is spending a 
two weeks’ vacation at Salina, O. 
Friends of J. G 


(Ga.) Association of Master Plumbers, were glad to see 


Englehardt, treasurer of the Atlanta 


him at the regular dinner of the Association held at the 
City Club recently. Mr. Englehardt had been ill for more 
than eight weeks. 

Santa Bar 
Calif., have started the erection of a plumbing shop 
at 117 West De La Guerra street in that city. 


Record & Wheatley, 17 West Ortega street, 
bara 


The Shevlin Engineering Company, of 110 West Thirts 


fourth street, New York City, has recently opened a 
Gonnecticut office at 821 Chapel street, New Haven The 
office is under the management of W. V. Pietsch. 


William M. Johnson, plumbing and heating contractor 
of Huntington, W. Va., recently visited the office of the 
Cincinnati Master Plumbers’ Association at Cincinnati, O 

Henry Niemes, 


plumbing contractor, who died 


$112 Hamilton avenue, Cincinnati, ©O., 
recently, left an estate 
valued at $145,000 in personal and $85,000 in real estate 
property 

The City of Chicago License Bureau, in conjunction 


with the City Police Department, has been visiting plumb 


ing establishments in all parts of the city attempting to 
collect ten dollars store license. Master plumbers of 
Chieago are already paying ten dollars annual renewal 
fee to the city under the state plumbing law Unk a 


master plumber seils at retail he is not subject to the 


hardware license ordinance If he only sells the go 
he installs 


and can contest the right of the city to impose double 


himself, he is not required to pay this fe 


taxation upon plumbers. 
Appliance Corporation of 
Jamestown, N. Y., has recently opened up a new and 


The Jamestown Heating & 


modern store in the local Humphrey House Building 
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PLUMBING DEPARTMENT 


1,464,804. Method of 
Pool Structures 


Protecting Ceramic Swimming 
John Francis Booraem, Greenwich, Conn 
fhe herein described method which consists in confining a 
superimposed water head upon a ceramic swimming pool 
the the 


freezing temperature 


structure and subjecting upper area of uper 


imposed water head to a whereby 











,4.804 


a sheet of ice is formed of a thickness capable of use as a 
body of 
the 
temperature of 


kating rink and said water head providing a 


between the ice sheet and 


the 
degrees F, 


water intervening upper 


marginal surface of pool having a 


99 


approximately 
* . . 

1,464,954 
Hl., 


Company, Geneva, Il. 


Water-Heater 
assignor, by 


Charles A 


assignments, to 


Olson, Geneva, 
Heater 


In a water heater, the combination 


mesne Geneva 


ofa tubular inlet header of annular shape, having its ends 
disposed in proximity to each other, one of said ends being 
closed, a supply pipe connected to the open end, a tubular 


outlet header of annular shape with its end disposed in 


proximity to each other, one of said ends being closed, an 


Outlet pipe connected with the end of the outlet 


open 




















1464.054 
header, a plurality of helical vertically flattened heating 
‘Oils, each being of reduced diameter intermediate its 
ends, said coils being connected with the respective head- 
‘in multiple and in inverse order with respect to the 
Closed ends of said headers so that the paths of flow 
¥ 
od 


ENGINEERING ’ 


THE B. & B. LINE— 
WORLD'S MOST COMPLETE LINE 
of HEATING SPECIALTIES 


OUR attention is invited to the B. & B. Line of 

Heating Specialties, including the B.& B. Air Line Sys- 
tem of Steam Circulation, Temperature Control System 
(All-Metal Thermostat, Pneumatic Valve), Multiflex 
Valve, Modulation Valve, Multiflex Trap, Vacu-Trap, 
Vacu-Stat, Blast Trap, Steam Damper Regulator and 
Hot Water Damper Regulator. 


Descriptive literature upon application 
Service and Sales Offices in 26 important cities 
Write for details of B. & B. Service Plan 


THE BISHOP & BABCOCK CoO. 
CLEVELAND, OHIO 
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Since 1869 the name Haysco 
has stood for the highest 
possible standard of quality in 
brass goods. Sold only through 
plumbing jobbers. 














Erie, Pa. 





~ TheHays ManufacturingCo. ; —~(h" 
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*“*ACCESSIBILITY’®’® 


Mixing valve consists of two parts; base casting, to which 
supply pipes are connected, and face plate, to which operating 
parts are assembled. 

No expert labor is needed, either for cleaning or repacking 
valve. Working parts are of phosphor bronze, castings are of 
bronze nickel olessd. 

The complete story is in our catalog. May we send it to you? 


LEONARD-ROOKE Co., Providence, R. I. 








A System For Any Job 


The Paul line ts complete there is a Paul system of 
the right type for any service conditions 

And r nt ’ #ysten that ts rightl 

) year 


an organization with 20> y 





designed, an 
of pump-bu 
Paul syst 
fool-proo 
Paul line 
Write for the Paul agency proposition 


FT. WAYNE ENGINEERING & 
1706 No. Harrison St 





and dependabl ind 
a sound business on the 


‘ 
re automatic 
ean build 





You 


MFG. CO 


t. Wayne, Ind 





Bervice offices » atock New Y k 
Philadelphia polis, Kanaae Cit M 
Portland, Ore.. also service offices at Buffalo, N.Y \ 
way, R. 1., Pontiac, Mich., Chicago, Hl., Madison, W 
Wilson, N. ¢ Pittaburg, Pa, lodianapolis, Ind 








Water Systems 
JerHome andFarm 





Self-Priming Self- Ouling Fully Automatic 


EVERY PAUL SYSTEM IS GUARANTEED 
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E MANUFACTURE the only 

perfect Back Water, Sewer and Tide 
Trap on the market. The Barrett Trap 
is warranted and guaranteed. 


James Barrett Mfg. Co. po02) Psi St: 















pti) 
A good steel water heater. There 
is profit in selling them but none in 
repairing them ‘cause they don’t 5 
get out of order. 3 
5 
KEWANEE B@ILER COMPANY : 
Kewanee, III. 5 
a Te MAS Tee ie. 








Don’t BeContent 


With Ordinary Roof Flashings’ 


Specify and Use 
the Reliable 


“SIM PLEX” 


Made in 
All Lead—Copper —Galvanized 
Iron 
Every Flashing Adjustable 
Every Flashing Perfect 





Manufactured only by 


SIMPLEX MFG.COMPANY, 213 W. Austin Ave., Chicago 
Canadian Representative: 
W. H. Cunningham & Hill, Ltd., Toronto, Ont. 
New York Representative, John G. Kelly, 137 E. 43rd Street 











We Manufacture 
the BEST 


Lead 
Roof Flanges 
Use No Other 


If Your Jobber Does Not Handle Them 
—SEND Your Orders DIRECT To Us. 


RAYMOND LEAD WORKS 
735 So. Washtenaw Ave. CHICAGO, ILL. 
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through the various coils from said supply to said deliv. ry 


pipe are of substantially equal length, and a tubular 


burner disposed within each coil, each burner having cas 
the the 


coil directly opposed to the flattened face of the surround 


orifices below restricted portion of surrounding 


ing coil and being imperforate above said restricted por- 
tion of the coil to provide a baffle zone above the flames 
said orifices. 


issuing from 


° . * 
1,465,330 Max Ardner, Lock Haven 
Pa In a plumber's clamp for use in joint wiping opera 


Plumber's Clamp 


a base adapted for mounting upon a suitable sup 


tions 
port, a member longitudinally and rotatably adjustable 
through the base and provided with a head forming one 





$ Hi, : ' 
{ ry x } 


1,465,330. ‘JF 








piece of a two-piece swivel clamp, an arm and a pipe clamp 
forming the other 
interchangeable 


with an extension piece 
adapted for 


head similar to the 


each provided 


of said swivel clamp and 
said head, and a 
one end of said arm, said arm 


means for locking 


engagement with 


first-named head at being 


rotatable in the extension thereof and 


rotation 
* * * 
Welding Torch William Frank, 
In a torch, a head having a socket in its 


the arm against 

1,465,390. Joseph 
taltimore, Md 
rear end, a central chamber provided with a bell mouthed 
counterbore opening through the front end of the head, 
and a duct connecting the socket and the chamber, a tip 
having the rear end portion thereof formed to closely fit 
within the bell mouthed counterbore and having an axial 
being en 


extending therethrough, said 


to the rear end of the tip to provide a 


passage passage 
larged adjacent 
conoidal chamber adapted to register at its end with the 
confronting the chamber, and 


for maintaining the tip seated in the counterbore. 


end of first named means 











1,465,390 





and 


Hobeck 
Canada. An 


Augustus 


Flushing System. 


Toronto, 


1,465,823 


John Laughlin, Ontario, automat 


ically closing manually operated flushing valve for wate! 
closets comprising a lower casing portion having a closed 
slide valve with a 
of the 
an upper casing portion suitably secured to 


upper end with a port therein, a port 


therein sliding on said upper end lower portion 


of the casing, 
the lower casing portion, a cross spindle freely journalled 
in the lower portion of the casing, a hollow boss extending 
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through the slide valve and closed at its upper end, a pin 
on the spindle inserted into the hollow boss, an arm on 
the spindle and an operating lever secured to said arm 
intermediately of the length of the same 
* * > 

1,465,370. Float. Samuel H. Smith, Atlantic City, N. J., 
assignor of one-half to William B. 
City, N. J. A 
hollow body, one portion of the float 


Loudenslager, Atlantic 
float of the class described comprising a 
being substantially 
semi-spherical and the opposite portion being in the form 





1.465.370. 


of an inverted cone, the apex of the second portion being 
provided with an opening, an outstanding sleeve defining 
the opening, the float at the junction of the semi-spherical 
and the cone portions being provided with a socket, and 
adapted for con 


a body engaged within the socket and 


nection with a float rod or the like 


* * * 


1,465,575. Flushometer. Steen A, Berg, Bridgeport, 


Conn. A flushometer comprising a fitting, a valve casing 


therein, a valve stem slidable in the fitting and carrying 






































1,465,575 





a valve, a piston chamber associated with the fitting, a 
pistonhead in said chamber, and an operative connection 
between said valve stem and pistonhead, the connection 
including a plunger rod secured to the pistonhead, and a 
lever secured to the plunger and slidably engaging said 
valve stem. 
ANSWER TO WHAT'S WRONG IN THIS PICTURE 
See Picture on Page 494 
HIN a 
look, 


say, “I don't know 


with a worried 
And 


It’s your business to know 


customer comes to you 


don't you look worried too. don't 


That's why customers come to you. Meet customers with 
a smile, make their problems your problems, solve their 
will 


problems for them, and they 


And their coming back 


Plumbing and heating 


come back with other problems. 


with or without problems—is what helps to make a 


prosperous business. 
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Weil-M:‘Lain 


SCIENTIFIC COMBUSTION 





BOILERS 


—three great features 
bring quick sales —Write 
for details of this money maker 


Weil-M:Lain Company 


Michigan City 
Indi 


Chicago Showrooms 
ana 641 - Lake Street 











(Make More Business 


Suburban Homes, Camps, Schools Need Good Plumb- 
ing and Proper Sewerage Disposal. It’s easy if you use 


San-Equip Septic Tank 
= 
. San-Equip septic lanks 
» made of 14 ga. Copper Iron, 
i welded, water tight and rust-proofed 
by Plastic Enamel melted on,—15 yr. 
service guarantee—perfect to a T. 
bie ~ Do a quick, easy job with this light 
A weight, compact sewage tank 


7 ¥ . | 
i Prices most reasonable. Order 
rd at our risk, giving jobber's 


| name, or ask for circulars. 

% SY CHEMICAL TOILET Corp. 

i “4 2654 Liverpool Road, Syracuse,N.Y. 
Colvin Station Post Office 


\ 

















The name “BELL” 


Is the Sign of Good Washers 


When you see “BELL” stamped on a 
washer, it means that it will stand up in 
service anywhere and everywhere 


The ONLY washer that will stand 
HOT as well as cold water 





Have you seen the new “BELL” Bev 
cled Washer? If not, send for a sample 


The “BELL” Line of Hot Water 
Specialties also includes Fuller Balls, Steam 
Valve Discs and all kinds of small molded 
rubber goods. 


Write for prices. 


Estate of Andrew Bel 


2-4-6 Commercial Street 
Newark, N. J. 





INSURANCE 


AGAINST FLOODED BASEMENTS 


Where the Signet Drain is installed there can be 
no back water 

A perfectly reliable trap that automatically 
keeps out sewage, 
gas and germs. 











Always works. Noth 
ing to get out of order. 
Brass working parts 


Pat. Dec. 8, 1914 
submerged 





The Signet is clean, 
sanitary, simple, dur 


Write for 
able and efficient 


details 


CRAMPTON-FARLEY BRASS CO. 
KANSAS CITY, MO. 




















Situations Open 


QUIXTOP 


What is it? 


I} MA Ati kt WANTEI SALES 
or t 2 tin and 
1 jot Mid t rri- 
“ae | to abili All 
tre nfid i} Ad 
4 De I ng 
100 Prai Ave hicago 1-8 
WANTED—SALESMEN WITH SUC- 
cessful experience in selling pumps 
— water systems Good territory 
ve References required Fort 
Ww ayne Engineering & Mfg aes Fort 
Wayne, Indiana -18tf 
VTED. BALESMEN FOR CE yong 
vest territory for a in 

seats, by an 1d established py Aa- 
dre R28 “Domestic Engineering,” 

100 Prairie Ave., Chicago, Tl 
8-25/9-8 

Miscellaneous 


Sell us your Surplus 


PIPE COUPLINGS 


HIGHEST CASH PRICES PAID 
WRITE US 


THE A. & J. MFG. CO. 


559 W. Lake St., Chicago, Il. 


We have 20,000 New Brass 
Valves, cheap—}, in. to 2 in. 
Horizontal and Swing Checks 
Vertical Checks and Gate Valves 
No Globe Valves 
Brass Pressure Reducing Valves 
1 in. to 5 in. 

In what are you interested ? 
We will take Pipe Couplings in 
exchange. 


Gwilliam Supply Company, 
828 N. Hancock St., 
Phila., 


Pa. 








8 cents for each word including heading and address. 


$2.00. One inch $4.00. Cash must accompany order. 





DOMESTIC ENGINEERING 


4 Cl sified Advertisements t 


HEATING & VENTILATING 
--ENGINEERING-: - 


the only modern 
STANOARD MAIL COURSE 
Chrthun Snititute, 


$713 EUCLID AVE. CLEVELAND,O 


PLUMBERS’ STOCK BOXES 


Illustrated Fitting Bin 
Labels and Card Hold- 
ers. Send for samples 
and free plans: ‘‘How 
to lay out an U 
Date Plumbing Bho; op 
and Store Room 

Fer sale by your tes or 


Haddon Heights, N. J. 





Haddon Bin Label Co., 


EXPERIENCED PLUMBING GOODS 


» represent manu- 
' Commis 


veturer n Paci oa m ion 
! Addre S45 Domestic Eengi- 
I ring rT rie é cago 


QUIXTOP 


Where is it used ? 


WANTED TO Bl Y \ RONT SEC- 

tion and a back t rad inch 
Ideal Steam Boiler. “Adare s S44, “Do- 
mestic Engineering,” 1900 Prairie Ave., 
Chicago 9-8 


We will buy your 
UNUSED PIPE COUPLINGS 
at attractive prices. 

Send us your list. 

John W. Moon 


1420 Chestnut Street 
Philadelphia 


HARTMAN INGOT METAL L COMPANY 


Count seven words for keyed address. 
Copy should reach us by Wednesday morning. 
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Minimum 






PIPE COUPLINGS 


We buy large or small lots of all 
sizes. Send us your list. 


N. C. Cressman Co. 
(Incorporated 1912) 


111 S. 5th St., 


PACIFIC 


Philadelphia, Pa. 


COAST MANUFACTURERS’ 
representative is in position to take 
on two more good lines and guarantee 
results. Address 820, “Domestic Engi- 
neering,” 1900 Prairie Ave., Chicago 
7-28/10-20 


Turn Them Into Cash 


We’ll Buy Your 
SURPLUS 


PIPE COUPLINGS 


AT TOP PRICES 
Write Us 


Republic Pipe and Iron Corp. 
27 Varick Avenue 
Brooklyn, New York 


Books for Your Trade Library 


PRACTICAL METHODS OF SEWAGE 

DISPOSAL. By H. N. Ogden and H. 
B. Cleveland. overs in detail the 
problem of sewage disposal for resi- 
dences, hotels and institutions where 
connections to city sewers are not 
available. Size, 1” ie in. 183 pages 
Cloth. Price, $1.50 


Books Sent Parcel Post Prepaid 


Domestic Engineering 
1900 Prairie Anon, Chicago 


QUIXTOP 
What does it do? 











Smelters and Refiners 


Brass Ingots Manufactured to Specifications 








Office: 


GOOD SERVICE PAYS 


2511-25 W. Twenty-First St., CHICAGO 


Telephone: 





Lawndale 827 and 3635 








It is the hardest thing in the world to find and 
the cheapest thing in the world when found. 


Use the Classified Department of “Domestic Engineering’ to get What You Want 
You will find it a SERVICE THAT SERVES. 














